Silent AC Power 
Anywhere, Anytime. 


And we mean anywhere. Heart Interface offers 
an integrated system that includes an inverter/char- 
ger delivering reliable and dependable back-up 
power. Complete your electrical system with a 
Heart Interface Remote Control or LINK Battery 
Monitor that lets you know how much time you 
have left in your batteries. Call today or visit our 
website for a dealer near you. 
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BP SOLAR 


BP Solar: we’re an advanced solar energy company. We manufacture premium solar modules and we’re on the 
leading edge with new, low cost technologies. But we do much more... 

We provide power solutions to enhance your quality of life and we have joined with industry leaders to bring 
you the best line of renewable energy products available, all backed by a name that is known and trusted 
throughout the world. 
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American Energy Technologies, Ltd.- Florida _ Effective Solar Products - Louisiana Intermountain Solar Technologies - Utah 
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: Toll Free: 888-824-0090 Toll Free: 800-671-0169 
Phone: 904-284-0552 
Ei Sciatica con Phone: 504-537-0090 Phone: 801-501-9353 
E-mail: esp@effectivesolar.com E-mail: utahsolar@aol.com 
Dankoff Solar Products - New Mexico Internet: www.effectivesolar.com Internet: www.intermountainsolar.com 
Toll Free: 888-396-661 1 
Bs cel dans eee ane Alternative Solar Products - California Talmage Solar Engineering - Maine 
eet Toll Free: 800-229-7652 Toll Free: 888-967-5945 
Alternative Energy Engineering - California = Phone: 909-308-2366 Phone: 207-967-5945 
Toll Free: 800-777-6609 E-mail: mark@alternativesolar.com E-mail: tse@talmagesolar.com 
Phone: 707-923-2277 Internet: www.alternativesolar.com Internet: www.talmagesolar.com 


E-mail: Energy@alt-energy.com 
Internet: www..alt-energy.com 
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BP Solar, the world leader in solar electric systems, provides everything you need in a single package. And trained 
technicians from your BP Solar dealer can install the whole system in about a day, without disrupting your home or 
current electrical wiring. The BP Solar Electric Systems use “photovoltaics” or “PV” to convert sunshine directly into 
electricity. The power feeds into your home’s existing electrical circuits energizing lights and appliances. Any extra 
power flows out to the power grid, actually spinning your utility meter backwards! For more information or the name 


of a dealer near you, just call one of our trusted partners listed below. 
Reliable Technology From An Industry Leader BP SOLAR 


Business opportunities now available - join our team. 


CANADA: 

Powersource Energy Systems - Powersource Energy Systems - Alberta Powersource Energy Systems - Ontario 
British Columbia Toll Free: 888-544-2115 Toll Free: 888-544-2115 

Toll Free: 888-544-2115 Phone: 403-291-9039 E-mail: info@powersourceenergy.com 
Phone: 250-544-2115 E-mail: info@powersourceenergy.com Internet: www.powersourceenergy.com 
E-mail: info@powersourceenergy.com Internet: www.powersourceenergy.com 

Internet: www.powersourceenergy.com Trans-Canada Energie - Quebec 

Solar Solutions - Manitoba Toll Free: 800-661-3330 

Toll Free: 800-285-7652 Phone: 450-348-2370 

Phone: 204-632-5554 E-mail: rozonbatteries@yahoo.com 

E-mail: solar@solarsolutions.ca Internet: www.worldbatteries.com 


Internet: www.solarsolutions.ca 
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Johnny Weiss of Solar Energy International and HP Associate Editor lan 
Woofenden with lan’s 112 foot tree-mounted Whisper 1000 wind generator. 


technology we love is not well known. One trip to the big city reminds me 

that almost all of the thousands of people | see have very little idea that our 
industry even exists. They don’t know that we have the tools to harness natural forces 
to power our homes and businesses. Compared to these “normal” folks, we’re part of 
the fringe. 


fess up in our renewable energy world, it’s easy to forget that the 


But is it fringe, or is it cutting edge? At first glance, many people within our industry 
think it’s crazy to put a wind generator in a tree. (Add two RE maniacs hanging on it, 
and you really have a questionable situation!) But going out on the edge, following 
something we’re excited about and believe in is how we make progress as individuals, 
as an industry, and as a society. 


This is not to say that every wild-eyed scheme we think of is a good idea. | definitely 
discourage people from trying to reinvent the wheel or do “creative” projects in a 
reckless way (and that includes tree towers). But the folks who have made major 
strides in bringing progress to the world haven’t let the naysayers stop them. 


Even the failures and fizzled products have something to teach us. Finding a way to 
adapt RE to challenging site conditions is similar to finding a way to present RE to a 
society that doesn’t seem too interested. Both take creativity and “thinking outside the 
box.” The pioneers, with their successes and failures, can lead to established 
mainstream products. 


There’s a beautiful middle ground between blindly going after your dream and 
following the crowd. RE people are delightful to be around because they are 
passionate about their ideas and plans while (usually!) being open to the constructive 
contributions of others. We stand to gain the most when we have this combination of 
passion and open-mindedness. 


—lan Woofenden for the Home Power crew 
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“Think about it...” 


I’d put my money on the sun 
and solar energy. 
What a source of power! 
I hope we don’t have to wait 
‘til oil and coal run out 
before we tackle that. 
-Thomas Edison 


Power Now 


OolarsensSe.com 
1-877-79-SOLAR 
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icture how you would use electricity in your home if you 

weren't worried about cost, despite the fact that your 

neighbors pay 13.9 cents per kilowatt hour—one of the 
highest residential electricity rates in the nation. Now picture a 
luxurious home with no monthly electric bills because a wind 


generator supplies all the needs of the home, with extra to sell 
back to the local utility. 
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High Desert Home 

We live at an elevation of 6,970 feet 
(2,124 m) in Sandia Park, New 
Mexico, on a flat, furrowed two and 
a half acres that was once a pinto 
bean field. We live seven miles (11 
km) from a mountain range called 
the Sandias, which is Spanish for 
watermelon. At sunset the 
mountains take on a strange deep 
green and hot pink glow—one of the 
reasons our state is called The Land 
of Enchantment. 


There are challenges to living in our 
high desert area. Temperatures 
swing 50 degrees Fahrenheit (28°C) 
almost every day of the year, so heating costs are 
important to a household budget. There are also dust 
devils, lightning strikes, cactus, and tumbleweeds that 
make the outdoors inhospitable. 


We do, however, have some of the best winds in the 
nation. These are canyon-effect winds, funneled 
between the Sandia Mountains and the Manzano 
mountains, and down through the Tijeras canyon. After 
observing the weather conditions in our area for about 
ten years, we were confident that a wind generator 
would be profitable. 


We Purchase a Used Jacobs 

In 1994, we purchased a used gear-driven Jacobs Wind 
Energy Systems turbine through the want ads in our 
local electrical co-op’s newsletter. The system came 
with two sets of 23 foot (7 m) spruce blades, an 
oversized 25 KVA alternator with inductive field winding 
(no brushes), and a 100 foot (30 m) free-standing Rohn 
tower. The Jacobs uses an oversized alternator to 
provide a longer alternator life. 


The stub tower consists of a custom eight foot (2.4 m) 
tower segment which houses the 25 KVA alternator and 
has the 90 degree hypoid gear drive mounted on top of 
it. Altogether, the stub tower weighs about 1,200 
pounds (544 kg). Most of that weight is in the hypoid 
gear drive. The stub tower assembly bolts to the three 
flange plates on the top of the Rohn tower. 


As part of the purchase agreement, we promised not to 
divulge our cost, but a good price for a system like ours 
would be US$7,000 to $13,000. The man who sold us 
this system was getting out of the wind generator 
business altogether, due to his age. He had 
professionally sold and installed many systems identical 
to ours for thousands more than we paid. If all runs 
smoothly, it should pay for itself in about nine years, 
with a cost of about a dollar per installed, rated watt. 


Systems 


Lifting the 100 foot (30 m) wind generator tower at its center of gravity. 


All the hard work comes to fruition 
as the wind generator is tipped up on two hinges. 
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Our back yard with the addition of a wind generator. 


To Guerrilla or Not To Guerrilla 

We made the decision to follow all rules and regulations 
at every government level. We even made sure we had 
the neighborhood’s blessing. This paid off gloriously 
about two years into system operation. We were 
working in the yard and a van-load of Bernalillo County 
building inspectors demanded to see our paperwork on 
the spot. Our ducks were all in a row, so the inspectors 
drove away. Since our permit was approved, cell phone 
towers have sprouted like mushrooms (some would say 
toadstools) in our area, giving towers a bad name. 


Tim Builds the Tower 

Tim assembled the tower in the back yard in his free 
time. Getting everything ready took about seven 
months, working weekends and evenings. The tower 
went together like a giant’s erector set. It lay there on its 
side until the day of the tower raising. 


We put the Jacobs stub tower on the end of the Rohn 
tower and then used a front-end loader to prop up the 
stub-tower end of the assembly on a 55 gallon barrel. 
With the top of the tower propped up, we were all ready 
to mount the blades on tower raising day. 
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20 KW Jacobs Detail 


Blades 


Q A 
we; 
Stub tower 
Vertical shaft 


alternator 


Engineering Work 

Each trench contained 252 feet (77 m) of 5/8 inch (16 
mm) rebar, and wood forms to create a 2 by 2 foot (0.6 
x 0.6 m) L-shaped structure. After six yards of concrete 
had been poured into the forms of each trench, the 
triangular form joining the three legs was filled. The 


20 KVA alternator rotor, weighing 80 pounds (36 kg). 
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Jacobs 20 KW wind generator 
on 100 foot, freestanding, 3-legged Rohn tower 
provides 3-phase AC at 40 to 240 volts 


cc 


Generator / tower 
ground 


integrity of the triangular pad is 
insured by remesh (welded wire 
fabric). The whole foundation has 
about 20 yards of concrete. 


When we were all finished, the only 
things visible were three flange 
plates protruding from a triangle- 
shaped concrete pad. These three 
flange plates were precisely located 
to mate with the three flange plates 
on the bottom of the assembled 
Rohn tower. This fit was critically 
important because the entire 
assembled tower and _ wind 


Tower Footing Detail 


Systems 


Two-phase 240 VAC 
to and from utility grid 


Kilowatt-hour meter 


O@ (undetented) 
20 KW Grid-Intertied \C 


Of e 
Wind System AC mains panel 
to house loads 


Synchronous inverter Safety 
creates 2-phase 240 VAC disconnect 
(outside) 
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Systems 


Jacobs Wind Genny Installation Costs 


Item Cost (US$) | % of Total 
20 yards concrete 1,157 25.3 
Architectural approval 685 15.0 
Wire 500 10.9 
Front-end loader rental 450 9.8 
About 4 hours crane rental 400 8.7 
Miscellaneous welding 375 8.2 
Trencher rental 354 7.7 
PUC administration fees 280 6.1 
Machining work 250 5.5 
Building permit for tower 127 2.8 

Total $4,578 100.0% 


Just Enough Wire 

We bought 1,000 feet (305 m) of #6 (13 mm2) wire, 
which in theory meant three runs of about 333 feet (100 
m), at least on paper. When we actually dug the trench 
and laid the wire from the tower to our house, Tim 
pulled the wire, and there was only about six inches (15 
cm) to spare! We felt fortunate that it turned out six 
inches too long, instead of six inches too short. 


Tower Raising Day 

Tapping the years of experience of the former owner, 
we decided to use a crane to raise the tower. We 
followed his recommendation to assemble the tower on 
the ground, where we could take all the time we 
needed. In fact, we hired him on tower raising day to 
insure that everything would go smoothly. This was well 
worth it, since the most expensive part of the 
installation was the hours of crane time involved. 


First we installed the blades on the governor and 
adjusted the governing spring tension to properly set 
the blade feathering rom. The next step was to lift the 
windplant and tower, still parallel to the ground, and bolt 
on hinges between the footings and tower leg flange 
plates. The crane then slowly tipped up the entire 
assembly—blades, turbine, stub tower, tower and all. 
The whole thing went up perfectly, and rested on the 
footings. If the measurements had been even one- 
sixteenth of an inch (1.6 mm) off, the tower would not 
have mounted on the bolts. Once the tower was 
upright, we removed the hinges and bolted all three 
flange plates together. 


Tim then did his first tower climb to disconnect the 
rigging. As he climbed, rain threatened to fall, and there 
was lightning in the distance. We had heard a story of a 
rainstorm resulting in a stuck crane and US$3,000 of 
rental time before a D-8 Caterpillar was used to tow the 
crane out. But as an old adage says, “He that observeth 


the wind shall not sow; and he that regardeth the clouds 
shall not reap.” So Tim climbed to the top, unhooked 
the crane rigging, added oil to the gearbox, and climbed 
back down. Rotten weather has slowed us down, but 
never stopped us! 


History & Service 

We purchased the system in July of 1994. We were 
officially hooked up to the grid on March 20, 1995. Over 
the past four and a half years, we have only had a few 
problems. The lower alternator bearing needed to be 
replaced once. And the electronics have needed minor 
adjustments. 


The yearly maintenance on our machine consists of 
greasing the zerk fittings (two on the drive shaft, two on 
the roller plate that the hypoid gear sits on, and one on 
each blade), and draining and replacing the 1.5 gallons 
(5.7 |) of gear lube in the hypoid gear drive. If we hired 
someone to do the work, we believe it would cost about 
US$150 per year, but since Tim does all the 
maintenance, the only cost is grease, gear lube, and 
Tim's time. 

Noisy? 

Most people are surprised at how quiet the wind 
generator is. It’s very quiet in winds up to 30 mph (13 
m/s). At this speed, the centrifugally actuated governor 
begins to feather the blades, making them less 
aerodynamic and much noisier. When the winds are 
above 30 mph, we’re not usually outside anyway. Our 
neighbors to the north have their home about 500 feet 
(150 m) from our wind generator and say they usually 
don’t even hear it. The neighbor on the other side has 
told us that when he can’t sleep, he likes to go outside 
to listen to the soothing hum of the wind generator. 


We live in an area of independent people. In our 
neighborhood, one man restores Model A Fords. One 
woman raises exotic birds, and another breeds shar-pei 
dogs, so we all have an attitude of live and let live. In 
fact, hot air balloonists and hang gliders have used our 
wind generator as a landmark to navigate by. They 
often land in the 80 vacant acres behind our property. 


Paperwork & Contracts 

It took about nine months to receive the legal 
permission from the federal government and the Public 
Utilities Commission to hook our system into the grid to 
sell back power. This meant a back and forth letter 
exchange, with us filling out many forms and exercising 
the authority given us by New Mexico Public Service 
Commission Rule 570. We then were given a five year 
contract with our local utility, Plains Generation and 
Transmission (Plains G&T). We are paid a low of 1.620 
cents per kilowatt-hour to a high of 3.706 cents per 
kilowatt-hour for the electricity we generate. We joke 
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Local Payback Rates 


that the monthly payback 
rate seems to be 


Month $ per KWH ; ; 
January 0.0174 inversely proportional to 
the winds. If there were 
February 0.02586 | not so much truth in it, we 

March 0.01716 | could laugh more. 
all ones We pay a US$10 monthly 
May 0.02022 | fee to the Central New 
June 0.01807 Mexico Electric Co- 
July 0.0162 operative (CNMEC). For 
August 0.01725 this fee, they are 
September | 0.03706 SUPposed to read our 
Ociober 0.0342 meter monthly, and report 
these readings to Plains 
plu 0.03826 Gat. Plains G&T is a 
December 0.02989 separate business from 


which CNMEC purchases 
all its power. When we buy electricity, we purchase it 
secondhand from CNMEC. When we sell it back, our 
electricity goes to Plains G&T at wholesale rates. This 
reporting process of our meter readings is important 
because it determines the amount we are paid for what 
we generate. The Co-op is also supposed to report the 
meter readings in an efficient, timely manner. Although 
we pay our $10 monthly, their part of the agreement 
has never been fulfilled. 


April 1999 Data Summary 


Monthly Data 

Description Data 
Outside meter reading (start KWH ) 95,945 
Outside meter reading (end KWH) 95,577 
Inside meter reading (start KWH) 38,460 
Inside meter reading (end KWH) 40,500 
Plains energy purchase rate (per KWH) $0.02043 
CNMEC rate (per KWH) $0.13900 
Tax rebate (per KWH) $0.01500 
Analysis 

Description Data 
Total generated (KWH) 2,040 
Total sold to Plains G&T (KWH) 368 
Total consumed (KWH) 1,672 
Utility savings from wind genny $ 232.41 
Plains G&T owes us $ 752 
Tax rebate $ 5.52 
Personal use of business product $ 34.16 

Total Benefit $ 245.45 


Systems 


Wendy and Ruth play on the heated slate floor. We all like 
it even better than the carpeted areas of the house. 


For this reason, and also because of the deplorable 
payback rate, we quickly came to the conclusion that 
the best use of our electricity was to use it up entirely. 
The contract forbids us from selling extra electricity to 
our neighbors, but many months we produce enough to 
supply about four households. We still pay the fee 
because we believe they would disconnect us if we 
didn’t uphold our end of the contract. 


Warm Floor 

Tim designed and installed a radiant heated floor. It 
heats our entire house using wind-generated electricity. 
It warms up to 90°F (32°C) in about twenty-five 
minutes. And, best of all, it can use up 100 kilowatt- 
hours per day. 


With our heated floor, we only used our woodstove 
once or twice throughout the entire winter of 1998. We 
also have a forced air heating system powered with 
propane, but we do not use it much anymore. This 
radiant floor design is akin to standing on a beach, 
where the sand has been warmed by the sun—nice! 


The floor is Vermont slate. Under it, cemented to the tile 
with mastic are quarter inch (6 mm) copper pipes set 
six inches (15 cm) apart and nestled in wood grooves. 
The foundation of the floor is a concrete slab. The 
copper pipes are filled with about 80 gallons (300 |) of a 
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Hydronic Heating System 


System filled with 80 gallons of 
60/40 water/antifreeze mixture 


Peak VAC in >—— BB a tub thermostat 


| (sensor in floor) 
Transformer 


120 VAC to 24 VAC 
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select 
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Floor area (not to scale): 1/4 inch copper pipes 6 inches apart 
aranged in an integrated pattern for even heating. 


60/40 water/antifreeze mixture. The fluid circulates in an 
integrated pattern, so there are no cold spots on the 
floor. Tim buried a hot tub thermostat in the grout of the 
floor to act as a temperature sensor. 


It is a closed system that circulates through either an 
electric or a propane water heater. With a switch on the 
wall, we can choose between heating the floor with 
electricity or propane. The propane is a backup that we 
seldom use. 


No Need to Conserve 

We put up a wind generator because Tim got bit by the 
wind energy bug. We hope to be an encouragement to 
anyone who has a similar ambition. We like the 
freedom that the wind generator represents. We're not 
millionaires, but we sure feel like we are. If you visit us, 
we'll never tell you to turn off the lights or turn the heat 
down. 
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Heated Floor Costs 


Item Cost (US$) 
100 square feet of Vermont slate 1,000 
Copper pipe and fittings 500 
Sub-flooring (plywood & 2 by 6 lumber) 500 
Propane water heater 200 
Electric water heater 150 
70 gallons deionized water 70 
Water heater safety tank 60 
70 gallons antifreeze 45 
Hot tub temperature sensor 35 


Total $2,560 
Access 
Tim and Corinne McCorkendale, PO Box 119, Sandia 
Park, NM 87047 « 505-281-1531 * temccor@sandia.gov 


Steve Turek, Wind Turbine Industries Corp., 16801 
Industrial Circle SE, Prior Lake, MN 55372 
612-447-6064 * Fax: 612-447-6050 
wtic@windturbine.net * www.windturbine.net 

Steve answered many questions about our system. 
WTIC sells new Jacobs Wind Energy System turbines, 
and can also completely rebuild the mechanical and 
electrical parts of the system. 


Graybar Electric Company, Inc., 2718 University Blvd. 
NE, Albuquerque, NM 87107 * 800-766-2311 or 
505-884-2311 * Fax: 505-889-3346 * www.graybar.com 
Wire and electrical supplies. 


Crane Service Inc., 505 Murry Rd. SW, Albuquerque, 
NM 87105 * 800-233-2763 or 505-877-1100 

Fax: 505-877-6900 * crane@craneserviceinc.com 
www.craneserviceinc.com * Excellent crane service. =", 
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SIEMENS 


Power anywhere, 


DYNO BATTERY 
full page 
four color on negatives 


this is page 16 


“MY MOM LOVES TO WATCH 
THE POWER METER SPIN 
BACKWARDS. 
| JUST THINK 
THAT WIND 
THING IS 
REALLY 
COOL.” 


A 10 kW Bergey Excel 
wind turbine system 
can reduce your utility 
bills by up to 90%. 


1 BUT. WILL IT WORK For nearly twenty years Bergey WindPower has 
: * been America’s leading supplier of wind energy 
FOR ME: systems for rural homes*, farms, and small 


businesses. This year we are introducing our 


G A exclusive 5-year warranty and our advanced 
ET ANSWERS, 24 HOURS A DAY, UL-certified GridTek 10 inverter. 


AT Vi OR CALL Whether you want a total installation from a 


| certified Bergey dealer or you want to save 
TOLL FREE 1-888-669-6178, money by installing it yourself, Bergey 


8 AM — 6 PM, CST WindPower can help you to power your 
dream with the power of the wind. 


*Property size of at least one acre is recommended. 


2001 PRIESTLEY AVE. 
NORMAN, OK 73069 
T: 405-364-4212 

F: 405-364-2078 
SALES@BERGEY.COM 


- 
sn 


WINDPOWER SIMPLICITY RELIABILITY®* PERFORMANCE 


© 1999 Bergey Windpower 
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John and Roberta’s riverside cabin in the north woods of Wisconsin is powered by a DC-only photovoltaic system. 


a = 
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‘ve had a long-time desire to River Frontage 
Siefe g The site is heavily wooded and has a moderately steep, 


build “a place of our own.” | south-facing slope down to the Menomonee River, 

have been interested in solar which separates northern Wisconsin from the Upper 

we Peninsula of Michigan. Frequent commercial hydro 

as a source of heat and electricity dams along the river produce a wide flowage, making it 
since the time of the original Whole more like a lake than a river when viewed from the 


: cabin. The cabin is perched about halfway between the 
Earth Catalog in the very early end of the drive at the top of the hill and the river at the 


1970s, and read Alternative Sources bottom. 

of Energy magazine in the late sd cacy Na alee 
1970s. Our project was shaped by 

constraints imposed by a limited 
budget and a remote northern 
Wisconsin site without grid power. 


The project was also shaped by several years of 
reading Home Power. The result is a cabin with a DC 
power system supplemented by propane for the 
refrigerator, oven/range, hot water, and bathroom 
heater. The cabin serves as a summer vacation home 
and a frequent weekend retreat in the spring and fall. 
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There are other cabins in the area with grid power. But 
when we asked for an estimate from the local power 
company, they told us we would have to clear brush 
and saplings from the shoulder of the dirt lane leading 
to the property, and cut a swath through heavy woods 
from the lane to the cabin site. All of this clearing, along 
with the line extension, was going to cost about 
US$3,000. | thought | might be able to go solar for that 
price. In addition, we were not keen on cutting all the 
trees they wanted us to cut to get their equipment in. | 
suppose my basic antipathy toward grid power might 
have had something to do with the decision to go solar 
as well. 


Cabin Design 

The design of the basic structure is a modification of a 
small house described in detail in the book The Little 
House, written by architect Linda Armstrong. The basic 
footprint is 20 by 24 feet (6 x 7.3 m) with a 10 by 18 foot 
(3 x 5.5 m) screen porch on the east wall and a 6 foot 
(1.8 m) wide deck the length of the south wall. The 
cabin is supported by concrete pilings poured in place 
(we mixed the concrete in a wheelbarrow!). 


The construction is typical stick-frame, with 2 by 6 studs 
and T-111 sheathing. The shed-style roof is steeply 
sloped metal to shed snow, and has survived winters 
that have destroyed several nearby structures. The 
interior layout is an open plan, with a 200 square foot 
(18.6 m?) loft. Most of the south-facing wall is glass, 
with patio doors in the center. The back 4 feet (1.2 m) of 
the main floor is under its own (lower) shed roof and 
accommodates a bathroom and utility room. 


The utility room serves as a back (primary) entrance 
and a storage room. It also houses a 30 gallon (115 |) 
potable water holding tank, a propane hot water heater, 
a water pressure pump, and related plumbing. The 
bathroom contains a stall shower, a Sealand toilet over 
a SunMar NE composting unit, and a small sink. The 
front 20 by 20 foot (6 x 6 m) space is a greatroom with 
a kitchen area against the back wall between the door 
to the bathroom door and the rear entry door from the 
utility room. The 10 by 20 foot (3 x 6 m) loft is over the 
kitchen area, and is used for sleeping. The primary 
source of heat is a wood stove which gets considerable 
use in both spring and fall. There is also a small 
propane heater in the bathroom. 


Cabin Construction 

The cabin was constructed without power tools of any 
sort. Most construction was done during nesting 
season, and we were concerned in particular about the 
eagles and great blue herons. We don’t own a 
generator, and didn’t want to rent one for the three 
weeks it took to build the shell. The decision not to 
include a generator in the system was based on our 


% 


od awe tet =~ , 
Two BP Solar 75 watt modules on a homebuilt rack. 


distaste for the noise and pollution they produce, as 
well as the additional cost. In the planning stages, it 
seemed that we could get along without a generator, 
and this has been the case. And John just thought it 
would be cool to do it by hand. 


The process of building the cabin was more important 
to us than getting it done in a hurry. Using hand tools 
forced us to slow it down and savor it. The primary 
building crew consisted of both of us and Bobbi’s 
parents, “Bungling Bob” and his good wife, Annette. We 
also had assistance from two friends for brief periods. 
With that crew, the shell went up in 21 days. 


Solar Electric System 
After several years of reading books and Home Power, 
as well as attending the annual Midwest Renewable 
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The SolPan power center with lightning arrestor visible. 


Energy Fair (MREF) in Amherst, Wisconsin, we decided 
to go with all DC power. A major factor in this decision 
was the cost of the inverter, which would have 
increased the total system cost by about 40 percent. 
Other factors included our relatively low demand for 
power; we didn’t need large appliances such as a 
washer, dryer, freezer, or color TV. Furthermore, the RV 
industry has provided a large range of small DC 
appliances and lights. 


The decision to go with only DC seems to run counter 
to the current wisdom, but it has been a good decision 
for us so far. Currently we have five fluorescent lights, 
one incandescent light, a cell phone, a boombox, a 
large window fan, a laptop computer, and the water 
pressure pump. They all run off DC. The boombox runs 
most of the day. The laptop is an old 486 which we run 
about two hours a day for fairly pedestrian work. We 
also use a small 200 watt plug-in inverter on rare 
occasions. 


Sizing and Design 
Sizing the system was relatively plug-and-chug. A few 
years back, worksheets for sizing systems were 
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commonly available in solar catalogs. They began with 
the computation of anticipated load. This led us to 
discuss what we wanted and what we could get along 
without. Our choices may seem a bit odd to some 
people, but they suit us. So far, a microwave and hair 
dryer seem to be the most missed items that would be 
best run off AC. 


Our load calculations showed that 150 watts of PV 
would be adequate, and that 660 amp-hours for the 
battery bank would handle the anticipated worst case of 
eleven days without sun in a northern Wisconsin winter. 
In fact, this would probably not be adequate if we spent 
two weeks at the cabin in the middle of winter when the 
days are quite short and the demands for lighting would 
increase sharply. But extended winter stays were not 
part of our plans anyway. 


The decisions on the panels and battery bank were 
made after extensive reading. We got an acceptable 
price on two BP 75 watt panels that fit our needs, and 
we decided to go with tried-and-true Trojan T-105 
batteries. The batteries were available locally in 
Milwaukee at a reasonable price and their (relatively) 
light weight made it possible to get them down the hill to 
the cabin by hand. 


The decision on the controls was more difficult. People 
we talked to at MREF leaned in the direction of home- 


A close-up of the TriMetric and the CC-30C. 
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Heliotrope CC-30C /@ 
charge controller 


30 amp breaker 


state-of-charge 
meter 


Two BP75 photovoltaic panels 
150 watts at 12 volts DC 


Lightning 


Ground 
arrestor 


Note: Charge controller, shunt, 
and all breakers are contained 
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John & Roberta’s 
DC Cabin System 


30 amp breaker 


Three 10 amp 
Six Trojan T-105 lead-acid batteries breakers 


660 amp-hours at 12 VDC 


To cabin loads 


in a SolPan power center 


grown control panels with off the shelf, inexpensive 
parts such as a Square D service panel and Square D 
breakers. But we liked the all-in-one power centers like 
Ananda, partly out of a lack of confidence in our 
electrical ability. However, the Ananda had features we 
didn’t need, and we felt the price was much too steep. 
We finally settled on the Heliotrope General SolPan 30 
power center. 


Controller 

At the time we bought that unit, it came with the 
CC-30C charge controller. This was one of the few 
controllers that had all the features we deemed 
important for a system that would run unattended for as 
much as two months at a time. For example, we hoped 
that the “automatic equalize charge” would keep the 
batteries healthy without boiling all the water away at a 
time when we wouldn't be there to top them off. 


Also, it came with temperature 
compensation which is important 
because our battery bank can vary 
more than 65°C (115°F) over the 
course of a year. The SolPan also 
came with six Weber 12 volt circuit 
breakers, which are touted as 
offering overload and short circuit 
protection as well as functioning as 
disconnects (see Code Corner in 
HP52 & 53 for a discussion of these 
issues). And finally, the unit was 
intended for a DC system without 
inverter or generator. 


Wiring the System 

The best location for the solar 
panels was about 15 feet (4.6 m) 
from the southeast corner of the 
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cabin. The roof of the cabin does not have the best sun 
exposure. It is steep, and metal roofing is not very 
accessible. We built a stand out of pressure treated 
lumber to get the panels off the ground, and then built a 
rack of galvanized angle (a modified version of the one 
in HP57, p. 32), to support the panels and permit 
seasonal tilt adjustments. 


The BP panels have weathertight J-boxes on the back 
that makes wiring them together a snap with anything 
up to #10 (5 mm?) wire. There is an additional 
weathertight J-box on the wood frame that supports the 
panel rack. This connects the #10 wire from the panels 
to the #6 (13 mm?) cables that run underground, from 
the panels to the SolPan power center in the cabin. We 
have a standard ground rod buried near the corner of 
the cabin, connected to the SolPan ground bar, and 
also a ground wire from the solar panel rack. 


Six Trojan T-105 lead acid batteries provide 660 amp-hours of storage. 
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Surber/Corrigan System Costs 
PV System 


Item Cost (US$) 
Two BP75 PV panels 900 
Heliotrope SolPan 30 power center 600 
Six Trojan T-105 batteries 600 
TriMetric with shunt 153 
Wire (#6 from PVs & for ground) 110 
Materials for PV rack 95 
Miscellaneous hardware 30 
PV System Subtotal $2,488 
House Wiring & Lights 
Item Cost (US$) 
Five 12 VDC fluorescent lights 240 
Silo (window) fan 107 
250 feet of #10 wire 76 
Five 240 V receptacles 20 
Five 240 V plugs 20 
12 VDC incandescent light 9 
House Wiring & Lights Subtotal $472 
Water System 
Item Cost (US$) 
Propane water heater 240 
30 gallon holding tank 134 
Shurflo water pump 70 
Shurflo accumulator 38 
Water System Subtotal $482 
Other Appliances 
Item Cost (US$) 
Composting toilet 875 
Propane refrigerator (used) 280 
Propane oven/range (used) 90 
Other Appliances Subtotal $1,245 
Total $4,687 


The logical location for the battery box was in the 
southeast corner of the cabin, which was the corner 
closest to the location of the solar panels. However, that 
would have put the box very close to the wood stove, a 
potential hazard when the batteries are gassing. So the 
batteries were placed directly under the cabin. This 
means that they are exposed to wide temperature 
swings. But because the cabin isn’t heated when we 
are not there, the batteries were going to experience 
extreme conditions anyway. 


The SolPan power center was mounted inside the 
cabin, in the southeast corner, directly above the 
battery box. This arrangement minimized the distances 
between the battery box and the SolPan (about 8 feet 
(2.4 m) above) and the solar panels (about 15 feet (4.6 
m) from the cabin), yet made access easy. 


After installing the battery box, panels, and power 
center, we started wiring things together. For 
instructions, we relied on a combination of Jeffrey 
Fowler’s The Solar Electric Independent Home, the 
instructions that came with the SolPan, and “wrench 
instinct.” We ran buried cables from the panels to the 
cabin and then up into the cabin to the SolPan. We ran 
a similar line from the battery box up through the floor 
to the SolPan. For lightning protection, we have a 
standard Delta (LA-302R) lightning arrestor wired into 
the main DC leads in the power center. 


The cabin itself is wired with #10 (5 mm2) house wire. 
This wire is pretty stiff, and we found that the easiest 
way to deal with it is to put short #12 (3 mm?) pigtails in 
the J-box to make attaching the wire to outlets and 
switches possible. There are three DC circuits, and no 
provision made for AC. We used light duty 230 V outlets 
to avoid having AC appliances plugged in accidentally. 
The outlets are used for the boombox, window fan, cell 
phone, laptop, and occasionally a small inverter which 
is used for chores like recharging the cordless drill (a 
recent power tool addition). 


Monitoring the System 

The Heliotrope CC-30C charge controller comes with 
an LCD display that can show battery voltage, array 
voltage, and array amps. But we also installed a TM-2B 
TriMetric monitor right above the SolPan. The TriMetric 
has an LED display that can be switched to read battery 
voltage, net amperage, and amp-hour usage since the 
last full charge. Even though it’s in a corner of the 
greatroom, the LED display can be seen from virtually 
anywhere on the main floor when the display is turned 
on. 


| confess to not being very sophisticated about its use. 
Initially | would switch it to the amp-hour display each 
morning and watch, mesmerized, as the battery bank 
“magically” charged (| am also fascinated by drying 
paint). Besides this entertainment value, | have also 
used the meter to track consumption of the various 
loads. Initially, | thought this would be useful for 
conservation, but due to ample supply, we have 
become less concerned about that. 


In addition to the three readings available in the display, 
the TriMetric has nine data registers that store 
additional information. Throughout the two and a half 
years (three summers) the system has been in, | have 
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kept written records of values such as minimum 
voltage, maximum voltage, and amp-hour usage 
throughout each charge/discharge cycle. This gives me 
a baseline so I'll notice if anything abnormal happens. 
So far, the greatest discharge for any one cycle is about 
90 amp-hours. In the summer, with long daylight (and 
consequently less indoor lighting), we may use as little 
as 20 amp-hours during a cycle. 


Water Supply 

The well is at the end of the drive on top of the hill 
above the cabin. The pump is currently at 63 feet (19 
m), though the head is about 42 feet (12.8 m). We have 
a Monitor hand pump which can put out about a pint of 
water per stroke. Originally, we had thought that we 
could fill a holding tank at the top of the hill and the drop 
to the cabin would provide enough pressure. Early 
experiments indicated that this was not going to work 
well. 


The current arrangement uses standard 1 inch water 
pipe hooked to the hand pump at the top and to a 30 
gallon (115 I) tank in the cabin. From there we have an 
RV-type pressure pump made by Shurflo, and an 
accumulator. We also have a 6 gallon (23 |) propane 
RV hot water tank. The rest of the cabin plumbing is off- 
the-shelf household plastic plumbing and household 
fixtures. The water pressure is steady and sufficient for 
a good shower. This system requires ten minutes of 
hand pumping each day to supply cooking, cleaning, 
and generous showers for two people with plenty of hot 
water (though probably insufficient for teenagers). 


How It All Works 

We have been through three summer seasons with the 
solar electric system, but this is the first season that we 
have had the water pump hooked up. All seems to be 
working very well. It appears that the charging system 
may be oversized. At bedtime, after running lights, 
boombox, and laptop during the evening, and after 
pumping water for two showers, dinner, and dinner 
dishes, we will typically have run less than 35 amp- 
hours off the battery bank. A little over half a day of sun 
will completely recharge the batteries while supplying 
daytime needs. 


We still have interior finish work to do on the cabin, but 
we have no plans for changing the power system. We 
simply don’t feel the lack of anything, and a full-sized 
inverter isn’t worth the cost to us. If it were a full-time 
home, a “real” inverter would be worth it. 


Neighbors who live down the lane have reported 
several power outages in the last couple of years. | 
suspect they eventually will learn not to say anything 
about these outages to us; our smug reply that our 
power hasn’t been out for three years now could get to 
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be galling after a while. Or perhaps we may convert 
them to homegrown power... 


Access 
Authors: John R. Surber & Roberta L. Corrigan 
414-229-5097 * surber@csd.uwm.edu 


Equipment suppliers: 


Backwoods Solar Electric Systems, 1395 Rolling 
Thunder Ridge, Sandpoint, ID 83864 * 208-263-4290 
Fax: 208-265-4788 « info@backwoodssolar.com 
www.backwoodssolar.com = lights 


Northern RV Center, Inc., W7081 Hwy U.S. 2, 
Quinnesec, MI 49876 * 800-252-1340 or 906-774-1052 
Fax: 906-774-3732 * northrv@up.net « propane fridge, 
stove, heater, and water heater 


Solar Spectrum, W4622 Kyes Rd., Tomahawk, WI 
54487 * 715-453-2803 * wurlkoth@mail.bfm.org 
solar-electric panels 


Storage Battery Systems, N56 W16665 Ridgeway Dr., 
Menomonee Falls, WI 53051 * 800-554-2243 

or 262-703-5800 » Fax: 262-703-3073 
sbs@sbsbattery.com * www.sbsbattery.com ° batteries 


corporation 


rcorp. r 
1098 Washington @roing Rds achinatie Come. PA "18977 USA 
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www.usbattery.com 


U.S. Battery, we’re committed to doing our part in keeping the 
environment clean and green for future generations, as well as 
providing you with premium deep cycle products guaranteed to 

deliver your power requirements when you need them. 


_ DON'T SeTTLe 

_—_ tery FOR ANYTHING Less 
te pthc trl THAN U.s. BaTTeRY 

b COMPANY PRODUCTS! 


1675 Sampson Ave. Corona, CA 91719 (800) 695-0945 / 653 Industrial Park Dr., Evans, GA 30809 (800) 522-0945 
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Solar Cells 
AstroPower’s high-efficiency five inch and six inch single 
crystal solar cells are the largest and most powerful solar 
cells on the market today. With rated power of up to 3.5 
watts, these solar cells extend the unparal- 
leled performance history of single 
crystal silicon into 
unprecedented new sizes for 
the best solar cell value 
around. 


PV Modules 

AstroPower’s PV modules are available 

with rated power from 30 watts to 120 
watts. The perfect solution for applica- 
tions ranging from remote home power 
to professional applications such as 
telecommunications, AstroPower mod- 
ules carry a 20 year warranty, and are 
certified to both UL 1703 and IEC 
1215 standards. 


EASY CHOICES 


Large Area Panels 

Building a large array? AstroPower's 
large area panels give you the biggest 
increment of pre-tested, pre-wired 
PV power available today - up to 
480 watts per panel. Shipped to 
the site in reusable shipping racks, 
these panels will get you into pro- 
duction significantly faster and = 
less expensively than using individual modules. 


APex™ Technology 
Our new APex™ products are made using a revolutionary 
new continuous high-speed process called Silicon-Film™ 
that produces wafers in a 
matter of minutes, instead 
of days. Unlike many other 
advanced PV technologies 
that rely on unproven or 
toxic new semiconductors, 
APex™ products are based 
on crystalline silicon. 


The bottom line is lower price and peace of mind. 


MADE EVEN EASIER. 


When you choose a PV supplier, you are choosing not only 
the products, but also the company behind the products. 
It’s nice to know that your supplier shares the values that 
brought you into the PV business. AstroPower is uniquely: 


Independent; AstroPower is the only major PV manufac- 
turer not controlled by some large multi-national 
corporation. We have only one business, - your business, 
the PV business. 


Clean; We use silicon wafers recycled from the semicon- 
ductor industry to make our single crystal solar cells. This 
allows us to deliver high quality products while consuming 
only a small fraction of the energy used by our competitors. 


Dedicated; The most focused and dedicated people in the 
industry work at AstroPower. We work here to make a diff- 
erence, and we take pride in the company because we all 
own part of it. 


If you would like to join the AstroPower team, please 
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ASTROPOWER 
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Phone: 302-368-6088 Fax: 302-368-6087 
www.astropower.com 
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t started out as a normal 
retail phone sale, here 

at Intermountain Solar. | 
was talking with a woman 
from Nevada who wanted 
to order an AIR 403 wind 
turbine. But when she 
asked me to do hera 
favor by marking the 
individual wires with tape 
so she could feel which 
was the positive, negative, 
and ground, | Knew | was 
not dealing with a typical 
customer. The woman 
then revealed that she 
was blind, and that she 
was planning to install the 
turbine herself! 


Ever since | became involved in the 
renewable energy world, | have 
come to truly appreciate the sense 
of independence in so many of our 
customers. They are individuals who 
are not looking for a free ride from 
anyone. But very few encounters will 
compare to the day | received the 
order from Melanie Chacon. 
Intrigued by her _ fearless 
independence, | drove several 
hundred miles with my family to 
meet this remarkable person. What 
followed was one of the most 
inspiring times of my life. 


Melanie Chacon, blind due to a 
continuing battle with diabetes, lost 
her eyesight in the late ‘80s, and is 
now only able to see sharp 
contrasting images. If a horse is 
either very dark or very white, she 
can make out its shape while it’s 
moving; otherwise the color and 
shape is not clear to her. Yet she 
has built an incredible horse ranch in 
the middle of nowhere, with her own 
hands. 


Ranch Tour 

After greeting us at the front gate with her three faithful 
and jealous golden retrievers, Whetto, Kizzer, and Odie 
(who is also blind), Melanie took us on a tour of her 
ranch. | was extremely impressed by the cleanliness 
and order with which she ran her life and home. 
Everything had a place and was in its place. 


As we walked from corral to corral, being introduced to 
the horses, goats, and other animals, it was fascinating 
to watch her operate in her sightless world. She knew 
exactly which bridle belonged to each horse, which 
saddle was to be used, and what riding helmet would fit 
each kid. When | asked for some bug spray, she 
headed toward another building, felt her way along the 
back wall to a small shelf where she had a bottle sitting 
in a spot reserved for it. 


Melanie is a well known animal rescuer around her 
area, and has become known as the person to turn to 
for help and advice when others are too busy. She 
inherited most of her animals, including Odie, her blind 
golden retriever, from abusive situations or neglect from 
previous owners. 


Even though the care for these animals can be 
expensive, Melanie deals with it using faith and a sense 
of humor. This was evident when Odie collided with 
Melanie while he was on a dead run. After regaining her 
composure and brushing the dust off herself, her only 
comment was that we should have been there a few 
weeks earlier when she was taking care of a blind 
horse. “That was a real treat to see,” she stated with a 
half smile, “the blind leading the blind; we could put on 
quite a show!” 
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Four Siemens SM75 photovoltaic panels 
and an Air 403 make up the main system. 


“By having my system, | am able to be out here and not 
in town. | absolutely hate the city. | was a victim of an 
assault one night when | was leaving the laundromat, 
and since then, | refuse to ever use a white cane or let 
people know that | am not able to see. Out here | know 
who | can trust and | know who everyone is.” 


“One night at about 2 AM, | scared my neighbor to 
death. His truck had broken down so he had to walk 
home, but he had been drinking and as he was walking, 
he kept stumbling. Well, | had no idea who was coming 
down the lane. Was he ever surprised when | 
confronted him with a loaded shotgun! He never did 
that again!” 


“Solar power gives me my freedom and security. If you 
look closely, you'll see that | have several floodlights 
with motion detectors attached which are strategically 
placed around the yard. If anyone tries to trespass at 


The author’s son, Ryan, gets a riding lesson from a very capable Melanie. 


Melanie later invited us into her 
home. She has done most of the 
remodeling herself, including 
reupholstering the furniture and 
sewing the curtains. After a quick 
tour inside, | was able to spend 
some time with her one-on-one, 
recording some of her thoughts and 
feelings. 


Why Renewable Energy? 

“| have always been in love with 
renewable energy. When | was in 
college | had a book—! believe it 
was called Other Homes & 
Garbage—which | read to my dad. 
That book taught me many things, 
including how to make a methane 
digester. And | have the perfect 
ingredient for it—horse manure. It’s 
one of my next projects.” 
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The Southwest Windpower Air 403 in the evening glow. 


night they are not going to get very far. Plus it helps to 
keep the coyotes out of the goat pen.” 


Her System 

“My system is very simple. On top of the roof, | have 
four solar panels that | bought secondhand for $100 
each. I’m not sure what brand they are [Siemens 
SM75]. Then | have 3 Decca [255 AH] gel-cell batteries 
in the closet. | have friends who have tried to convince 
me to use flooded lead-acid batteries, but how would | 


Wiring done by touch. 


ever check them? | would have to stick my finger into 
acid! | don’t think so! These batteries do fine for my 
needs. On the wall | have an ASC Specialties Concept 
[12 V, 15 A] controller with an audio alarm.” 


“All of the lights in the home are 12 volt, which | wired 
throughout the house [10 light fixtures with DC halogen 
bulbs, 40 watts each]. | didn’t know that they had pretty 
12 volt fixtures available or | would have used them 
instead of what | have now. Also, | have two small 300 
watt inverters that | can plug into switchable cigarette 
lighter plugs around the house. The large inverter [500 
watt] | leave in the closet. Then when | need to run the 
microwave or swamp cooler, | run an extension cord 
down the hall to them. | would like to have a larger 
inverter so | can run my washing machine, but that will 
have to wait. And then finally, | have my new wind 
generator.” 


“| love my new wind generator—it’s unbelievable. It 
makes different noises when it’s charging, and | can tell 
when the batteries reach full charge because it starts 
clutching out. We get 70 mph winds out here 
sometimes, so | am going to add more wind generators 
instead of solar panels.” 


“| am not sure exactly what my load is though. | put my 
own system together, so | know what it is capable of 
and what its limits are. Like the TV in the living room—if 
it's an overcast day and no wind is blowing, right now 
we can go about two hours and that’s it. But if the sun is 
up, or even at night when the wind is blowing, | don’t 
have to worry about it.” 


“Outside | have a 10 KW generator which pumps the 
700 foot well, and then another 5 KW generator out 
back which | use for backup. Propane provides me with 
the rest of my energy needs 
[including the refrigerator, which 
uses a 5 watt DC control device].” 


Her Daily Life 

“| handle all of the chores myself, 
but right now my uncle Merl is in 
need of a place to stay, so he has 
been helping me with a lot of the 
tasks. | like the freedom | have 
though, and | won’t give that up. My 
parents are very concerned about 
me, but I’m not going to change. And 
| have had offers from some close 
friends to invest in my place, but 
then | would have to give up control 
of what | do.” 


“One of the most rewarding things 
about this place is how it has given 
me the opportunity to help a lot of 
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kids. Not only do | have the local school children come 
and learn about renewable energy, | also have parents 
who bring their handicapped children out to ride my 
horses.” 


“There is one child in particular—and | know I’m going 
to cry telling you this—this five year old boy who had 
never spoken. He was placed on a pony for the first 
time in his life. As we were walking him around the 
corral, his mouth was starting to salivate and you could 
tell he was struggling to say something. After twenty 
minutes he looked at his dad and quietly muttered, 
“Look Dad, I’m a cowboy.” Right now | am saving up my 
money so | can buy some custom saddles for the kids. 
Riding horses is also one of the best therapies for 
learning to walk because it stretches and works the 
walking muscles in your legs and back.” 


“It has been a lot of work though. And most of it | built 
myself, including the corral. One day | drove a stake 
into the ground and with a thirty foot string tied to the 
stake, | walked till it was tight and then dug a hole. After 
that hole was done, | took six steps and dug another 
hole. | repeated the process until | had gone in a 
complete circle. In order to determine how level the 
posts were to each other, | placed a board on top of two 
poles, and put a marble on the board. When the marble 
would no longer roll to one side or the other, | knew it 
was fairly level.” 


Knowledge from Touch 
“| would like to see products for this industry which are 
more touchable—safely touchable. The only way | can 


A solar-electric fence is one of several stand-alone 
renewable energy systems at Melanie’s place. 
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Stand-alone solar lighting. 


tell if everything is working or connected properly is to 
feel it. It would also be nice to have the system 
communicate to you somehow, like having it speak to 
you and let you know what the status is.” 


“You could have braille printed on it, but it would need 
to be effective, not the way the ATM machines are. 
They have braille on the keypad, but then the screen 
will show choices that you need to select... but | can’t 
read the screen because | am blind! That is why | am 
using the braille! | can see really bright lights, so it 
would be nice for me to have a small bright light on 
when my system is charging so | can tell for myself.” 


“What keeps me going is my faith in God and my desire 
to help others. | don’t blame anyone for my problems 
and | don’t think that this was all by accident. There are 
times when | could use help, like getting sawdust for the 
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Chacon System Cosis 


| Cost| % 
Item (US$) | Total 
AIR 403 (new) 519| 24.39 
Wiring 500) 23.50 


Four Siemens SM75, 75 W PV panels (used) 400, 18.80 
Three Decca 255 AH gel-cell batteries (used) 300; 14.10 


500 W Jazz inverter (clearance) 169) 7.94 
Two 300 W Jazz inverters (clearance) 120) 5.64 
Pole & guy wire 80) 3.76 
Charge controller & fuse (clearance) 40| 1.88 
Labor (self & donated) 0; 0.00 


Total $2,128} 100% 


corral, which makes it better for the kids to ride in. But | 
can manage, and God will usually open the way. | have 
a good life.” 


Who’s Handicapped? 

After watching Melanie throughout the afternoon and 
observing how she interacted with my children, | began 
to feel like | was the handicapped one. | was so busy 
with business and everyday activities that | had started 
to lose focus on what’s most important. Watching my 
kids ride a horse for the very first time, and having them 
ask to help with the feeding of the animals made me 
realize how much of life they are missing out on. Here 
was a woman who asks for nothing, but offers 
everything to others; a woman who has used a hammer 
more in the last year than most people ever will; a 
woman who is not afraid to shovel the manure herself. 


Melanie Chacon, blind? Yes. Handicapped? Far from it. 
If there was only one message she could deliver to the 
rest of us, it would be this: “If | can do it, you can too.” 


Access 

Author: James Thompson, Intermountain Solar 
Technologies, 10288 South Jordan Gateway Rd., South 
Jordan, UT 84095 + 800-671-0169 

Phone/Fax: 801-501-9352 * websales@bizns.com 
www.intermountainsolar.com Pi 


Phoenix Composting Toilet System 


Odorless » Waterless * Large Capacity 
Low Energy Requirements * Owner-Friendly 


Advanced Composting Systems Sunergy Systems, LTD 

195 Meadows RD Box 70, Cremona AB TOM ORO 
Whitefish, MT 59937 Voice/fax: 403-637-3973 
Voice: 406-862-3854 sunergy@telusplanet.net 

Fax: 406-862-3855 In British Columbia: 
phoenix@compostingtoilet.com Voice: 250-751-0053 
www.compostingtoilet.com Fax: 250-751-0063 


Experience the Simple Elegance of 
Canyon Turbines 


-_ 


We do turnkey systems for homes or resorts 
& grid-intertie for net metering in the Rocky Mountain Region. 


© Consulting 
© Design 
e Site Review 
e Installation 
e Service 


‘Need a High Efficiency Retrigerator 
for a Harsh Climate? 


SGN FROST 


P.O. Box 1101, Arcata, CA 95518-1101 
Phone: 707-822-9095 * Fax: 707-822-6213 * www.sunfrost.com 
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It's Never 
Easy To Install an AMR wii 
mate NEW.2"* AVI? TSTUTEI i tower Dont 


The, 27” &. 45! The) Roof! 
Tower Kits Mount! Kit) 


Air Marine Shown 


x Installs in a few hours 


x No Cement 


= Nese a No room for 
(27’ tower) atower? 
NB i meling x Simple roof top 
x No Effort tower mount 
' offers easy 
* NO SWEAT! installation for 
x Includes everything your AIR wind 
except pipe and module. 


anchors (pipe 
available from any 2 
fence supply company) | 


x Design includes 
vibration 
isolation mounts 
that reduce 

mechanically transmitted noise by 80%. 


Air Marine Shown 
x 45’ tower kit includes 


i rene 
g in po le hardware Air wind module mounted 
using the 45’ tower kit 


x M.E. certified (wet —= — x Installs on the side of a building or through 


seals available) the roof. 


x Includes everything except pole and 
mounting bolts. 


Expected monthly energy production: 
AIR wind module & 27’ Tower: 60 KwH For a dealer near you, contact: 


AIR wind module & 45’ Tower: 72 KwH Southwest Windpower 


AIR wind dule & Roof M t: 49 KwH ’ 
Perf a Ke a a i ad 4 i“ nN Renewable Energy Made Simple 
‘cso liaise sie 2131 N. First Street Flagstaff, Arizona 86004 USA 


Tel 520-779-9463 ¢ Fax 520-779-1485 
www.windenergy.com ¢ E-mail info@windenergy.com 


Worried About a Water Emergency? 


The solution is simple - 


Pas | 


12v motor option 


Ideal for remote cabins. bN 
Perfect for emergency water. 


High precision hand or solar powered water pump. 
Fits down inside your existing water well casing. 
Does not interfere with your existing submersible. 
Can be inter-tied with your existing main water line. 
For emergencies or sustained pressurized pumping. 
Easy installation in under 2 hours for most wells. 
Hand pumps effectively below 350’ at up to 100 p.s.i. 


12v motor operates with a battery and 30w solar panel. Wersupply: 
Far more cost effective than powering a submersible. 
Changes from 12v motor to manual in under 5 minutes. Water Pumping 
Can operate with any 12v charge source and a battery. Solar Power 
Wind 
Of all the things important, — 
there is nothing MORE important than your water. = 
I 
AlternativeEnergySystemsCo aoe 
501-839-4017 Complete 


Technical Support 


www.poweriseverything.com 


Call us — or visit our comprehensive web site. 


Dealer inquiries are welcome. 


ee ore 


for Less 


Thinking about an environmentally friendly 
solar dectric system for your home: 


Consider this— Solarex’s new M illennia™ modules generate 
enough electricity in their first year of operation to offset the 
energy used to produce them. 


W hile M illennia is generous in delivering electricity, it’s a miser 
when using scarce resources. In fact, M illennia needs less than 
1% of the silicon required to make equal-output crystalline 
modules. Also, M illennia modules don’t contain potentially 
toxic or scarce materials. 


M illennia by Solarex, the leader in solar electric technology for 
more than 25 years, offers an attractive appearance, greater 
efficiency, better stability than previous generations of thin 
film, as well as a choice of framing options for easy installation. 


M illennia delivers all of this at a lower cost to the environment, 
and what's even better, a lower cost to you. 


M illennia: Proving you can get more for less. 
Contact Solarex today for more information. 


It could take five to ten years for 
comparably rated monocrystal- 
line modules to generatethe 
dectricity equal to that used in 
thar production. N ote: C omputer 
simulation showing comparably 
rated monocrystallinesysten 
andits frame 


630 Solarex Court 
Frederick, MD 21703 
| Wl |. Phone: 301-698-4200 


SOLAREX _tttpitwwsolarexcom 


7 gant * > TheNatural Source for Electricity” Info@solarex.com 


Participants at Energy Alternatives Africa’s Advanced PV and Off-Grid Energy course 


= r 


at the Centre for Wildlife Management Studies in Kenya. 


hen planning their “oush camp” 

training site near Amboseli Game 

Park in Kenya, the Centre for 
Wildlife Management Studies (CWMS) 
didn’t want to go the genset route. They 
wanted an energy system that would 
provide a sustainable model for the 
area. The surrounding communities use 
the site as a resource, and they are also 
almost 100 kilometers (60 miles) from 
the nearest power line. They were 
excited about solar energy, as it fits 
within the broad environmental 
education objectives that their institution 
promotes. 


Petroleum generators still have a much larger share of 
the off-grid power market than PV in East Africa. Even 
where PV or hybrid PV would be cheaper, a majority of 
the market still goes for a generator. Why? 


Sometimes gensets are the better choice. More often, 
the prospective customer doesn’t have the facts about 
off-grid PV. Frequently, the “ramshackle” reputation of 
poorly functioning PV systems (so common in this 
region) blinds customers who have larger energy 
needs. Given the lightning-fast development of PV 
technology, it is understandable that the huge range of 
stuff available bewilders East African technicians and 
customers alike. So, despite tens of thousands of well- 
installed one-panel systems, there is still a lack of 
manpower to plan and install complex PV systems. 


Making the Plan 

Rodney Swatton was in charge of developing the bush 
camp training site for CWMS. He approached Energy 
Alternatives Africa, Ltd. (EAA) to plan an energy system 
for the camp. EAA is a consultancy specializing in rural 
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energy. Made up of five staff based 
in Nairobi, we build renewable 
energy infrastructure in East Africa 
through training, project manage- 
ment, project planning, energy 
system design, etc. We do not sell 
equipment. 


Located near Loitokitok, a Kenyan 
town at the base of Mount 
Kilimanjaro, the camp’s mission is to 
help international and Kenyan 
students gain experience in the 
management and control of flora 
and fauna in parks, reserves, and 
ranches. Students live and study in 
the fenced bush camp, which has 
twenty permanent tents, several 
offices, a library, a kitchen, a central 
thatched lecture hall (“chumba’), 
staff housing, and a generator 
house. 


While the camp was still under construction, Bernard 
Osawa of EAA surveyed the site in June 1999, and we 
parlayed with CWMS to give them an idea of what is 
possible with PV. As is commonly the case, the 
customer wanted more power than there was a budget 
for. We had discussions about how to bridge the gap 
between the technically and financially possible. In the 
end, a hybrid system was designed which would get 
most of its power from PV, but might occasionally have 
to rely on the genset. CWMS then contracted Solagen, 
Ltd., the Nairobi BP agent, to supply the equipment. 


Instructor Frank Jackson (right) and students Steven 
Muthanthi (left) and Peter Anthony (center) test modules. 


a 


The chumba (main meeting hall) under construction 
at the CWMS training site near Amboseli Game Park, Kenya. 
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An Educational Opportunity 

Eager to help local technicians get experience with 
larger PV systems, EAA suggested that the installation 
be used as a training opportunity, and CWMS quickly 
agreed to the arrangement, as did Solagen. APSO 
(Agency for Personal Service Overseas, part of an Irish 
state aid programme), generously provided Frank 
Jackson’s services as project leader. Frank, who works 
as a PV electrician in Wales under the name Green 
Dragon Energy, was eager to apply his ample African 
experience in another EAA training course. EAA 
arranged for eight local technicians from Kenya, 
Uganda, and Tanzania to attend the course. 


Between June and August, equipment was ordered, 
and systems were brought from the drawing board to 
reality. Solagen finalised system design, and imported 
PV equipment, lights, and inverters. Frank Jackson 
handled electric circuits, while EAA oversaw the 
logistics of making sure things got put in place on time. 
There were two systems: the hybrid genset/PV system 
and the smaller “chumba’” lighting system. 


PV-Diesel Hybrid System 

This system uses a Trace DR2424 inverter-charger to 
supply 240 VAC power to the office/library block for 
fluorescent lights and the students’ twenty laptop 
computers. CWMS had the foresight to choose laptops 
rather than energy-guzzling desktop computers which 
would have required five times more power. The two 
largest loads, a photocopier and a welding machine, 
are connected directly to the genset. 
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Large safety signs in English and Kiswahili 
on the thatch-roofed battery hut. 


Goodhope Oscar from the KARADEA Solar Training 
Facility in Tanzania at work in the battery house. 


———————=____ YT... i i 


The PV array is installed on three manually-turned 
rotating mounts made under EAA co-founder Daniel 
Kithokoi’s supervision in Nairobi. Each holds four 85 
Wp (watts peak) BP monocrystalline modules. PV 
charge is fed to the battery bank through a Trace C-40 
charge controller. Energy is stored in twelve BP 
Powerbloc 2 VDC flooded deep-cycle lead-acid cells. 
Connected in a 24 V configuration, they provide 580 AH 
at a C10 discharge rate. The batteries and inverter are 
installed in a traditional East African thatch-roofed 
building. It also houses the site’s radiotelephone power 
and control systems. 


Both generator and inverter circuits are protected by 30 
mA RCDs (residual current devices, known as ground 
fault interrupters in North America). For the battery and 
generator house, conspicuous safety signs—in English 
and Kiswahili—were painted by Frank’s partner Clare 
(who was otherwise busy during the course sketching 
wildlife and the Kilimanjaro landscape). 


All wiring accessories were bought in the local market, 
which meant we had to do some creative appropriate 
tech work. Still, we paid particular attention to safety 
and proper wiring, for two specific reasons. First, all the 
buildings in this dry area have flammable thatch roofs. 
Equally important was the fact that we were running a 
training course and wanted to set a good example. 


All cables are in PVC conduit, and the ones below 
ground and between buildings are armoured. While the 
“armour” is used as an earth (ground), a main earth or 
“circuit protective conductor” is run separately to every 
consumer unit. This was done to be absolutely sure of 
good earthing. East African metal junction boxes are 
not particularly good, and while we did run earth wires 
from the tags of the armoured cable, 
Frank was not sure about their 
integrity over a longer period of time. 
So it was decided do to a main earth 
separately. 


The earth loop impedance values 
were well within those required by 
UK (and Kenyan) regulations, giving 
very fast tripping times on the circuit 
breakers (all AC circuits were 
protected by local circuit breakers 
rather than fuses). All system earths 
were connected to a single earth rod 
by the generator house. Each PV 
array was also separately earthed to 
provide lightning protection. 


The Chumba System 
The chumba is a large thatched hall 
with tables, audio visual equipment, 
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Solar-Diesel Hybrid Electric System 
Centre for Wildlife Management Studies, Kenya, East Africa 


Photocopier on Workshop Workshop 30A 
. Circuit 20 A circuit sockets lights industrial socket 
5 KVA diesel breakers A f | for welder 
one 18A MCB — | 
15 A, MCB 
240 VAC 6A, MCB 
20 A, MCB 
15A, MCB 
Main earth ics Chumba . 
terminal Generator Battery house : consumer unit 
house output F——— input isolator Office 
isolator circuit 
24V | breakers 
battery bank -—4 6A, MCB 
BP Powerbloc 6 A, MCB 
580 AH, C/10 nverter 
inverter charger charger input oud sti 
g isolator switch zh 6 A, MCB 


2400 W, 240 VAC 


Trace C-40 
charge 
controller 


6 A, MCB 


| Office lights 


Battery 
house 
circuit 


Office sockets 


340 Wp, 24 V 340 Wp, 24 V 
tracking PV array: 
four 85 Wp BP 
monocrystalline 


modules 


tracking PV array: 
four 85 Wp BP 
monocrystalline 
modules 


white boards, dartboards, and a connected kitchen. It 
serves as the social centre of the camp, and we felt that 
it would be wise to provide it with a stand-alone lighting 
system rather than connect it to the office system. We 
saw benefit in having two systems so that if one 
crashed, the other would still be working. This also 
improves security. 


This DC system is powered by three 75 Wp BP 
monocrystalline modules charging three BP L120 
Solarbloc batteries through a BP 20 A charge controller. 
The chumba and the kitchen have twelve Sollatek PL 
12 VDC lights. Light from the Sollatek fixtures is 
directed into the room by rustic white-painted wooden 
reflectors, attractively constructed by the site carpenter 
and students. 


The Course 

EAA, Green Dragon Energy, and eight students 
installed the two systems in August of 1999. Two of the 
students were from CWMS. This meant that the 
organisation would have a full understanding of the 
system after it was in place. When the course started, 
the camp was a construction site, with carpenters and 
masons everywhere. Classes were conducted in a 


tracking PV array: 


breakers 
6 A, MCB 
6 A, MCB 


Office lights 


340 Wp, 24 V 


four 85 Wp BP | | Office sockets 
monocrystalline 
modules Library 
consumer unit 
Lights & 


socket 


makeshift classroom (which also served as a storage 
area for thatching material, and housed a bee colony 
and some black mambas during the course). 


Over two intensive weeks, Frank led the course. Mark 
came down from Nairobi on the third day with last 
minute equipment from Solagen. Mark is a rural energy 
trainer and consultant who has been working in Africa 
since 1983. He is co-founder of EAA. Through training, 
projects, and promotional work, he has helped develop 
the PV market in East Africa. His textbook Solar Electric 
Systems for Africa is a well-known trade book. As is 
usual with EAA courses, mornings were spent in the 
classroom, while afternoons were spent on the 
installation, with students rotating from job to job. In the 
evenings, students worked on personal project 
assignments. 


The course covered most aspects of off-grid hybrid PV 
design and installation: PV arrays, inverters, inverter- 
chargers, charge controllers, battery banks, diesel 
generators, circuit design and wiring, loads in off-grid 
systems, standards and codes, and testing and 
commissioning of systems. Frank also did one class on 
small wind turbines which generated considerable 
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Mobile Power Supply Unit for Energy Alternatives Africa 


As there was no power on site at the beginning of 
the course, we used EAA’s Mobile Power Supply 
(designed by Frank) to power lights for night classes, 
laptops, and tools. The unit was designed and 
assembled to enable EAA to have an electricity 
supply at hand when carrying out basic solar 
electricity courses in remote parts of East Africa. It is 
a self-contained, solar-powered unit providing lights 
and 240 VAC to power appliances such as 
computers, printers, VCRs, slide projectors, 
overhead projectors, small power tools, and other 
electrical appliances away from the grid. 


About the size of a very large suitcase, it is robust, 
portable, user-friendly, safe, and easy on the 
environment. Essentially, the unit is a large box with 
a variety of sockets into which the PV modules, 


lights, and appliances can be plugged. Extension leads 
are provided. The electrical energy is stored in locally 
manufactured deep-cycle batteries. 


In the darkness of the savanna night, Frank kick- 
started our workshop by holding a solar slide show 
which featured images of what PV can do—grid 
connected and stand-alone—from East Africa to 
Wales. The Mobile Power Supply, with non- 
interchangeable sockets and plugs for modules, AC 
output and DC output, and generous extension leads, 
did the job perfectly. When the lights from the Mobile 
Power Supply were switched off, the site was pitch 
dark, and the sounds of the African night took over. On 
several nights, lions were heard roaring at the 
perimeter of the camp. 


Cable key: 
240 VAC 


Earthbar 


Mastervolt 
400 W 


240 VAC output for 
portable drill, computer, 


Phase == Earth video, slide projector, etc. 


= electrode 
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240 VAC 
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sine wave 
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13 A, 30 mA 
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Chloride Exide 
(Kenya) Solar Battery 
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inputs Sollatec 


SPCC 10 
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= 


Chloride Exide | 


230 VAC industrial 
sockets and plugs 
for 230 VAC output 


3-phase industrial 
sockets and plugs 
for module input 


110 VAC industrial 
sockets and plugs 
for 12 VDC output 


Socket key: 


interest, since this technology is comparatively 
unknown in East Africa. 


a basis for technical quality assurance procedures. The 
document is available for free download, and ETSI (see 


In addition to product information from companies, the eaess willalse send Nard Copies ee Orehalge: 


Universal Technical Standard for Solar Home Systems, 
and a technical information package, each student got 
several copies of Home Power from the EAA collection 
in Nairobi. The technical standard is intended to provide 


Each of the eight students chose a personal design 
project to complete over the two weeks of the course. 
These included bush hospitals, rural secondary 
schools, game park lodges, and a village market centre. 
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Each student had to produce an 
overall system design for his 
particular project, including 
schematics, detailed calculations for 
the sizing of PV array and battery 
bank, and a wiring/cabling diagram 
of essential parts of the complete 
installation. On the last day, each 
student gave a thirty minute 
presentation to the class, and 
answered questions from peers. 
This formed one part of the 
assessment. The second part was a 
written test which students were 
given to complete in their own time 
at home. EAA awarded completion 
certificates when all of this work was 
completed. 


Students and instructors stayed in 
tents which were pitched under 
thatched bays. When the clouds parted, students got an 
excellent view of the white glaciers on Mount 
Kilimanjaro’s peak, with cool air, fresh sunlight, and bird 
songs everywhere. We were treated to scrumptious 
meals cooked “camp-style.” The camp cook, Odero, 
whipped up pancakes, macaroni and cheese, game 
meat, fruit salads, chapati, and ubiquitous “ugali” 
(maizemeal) in an improvised temporary outdoor 
kitchen. 


Complications 

Most of the problems had to do with the logistics of 
delivering equipment from international sources to the 
remote site. In Africa, this is always tricky and 
expensive, and it is never fun. For example, due to 
Trace backlogs, Solagen/BP had trouble delivering the 
inverter to the site, and a smaller unit (a Trace DR1524) 
had to be substituted until the right one arrived. 


Local screws are always a problem, but the team 
persevered. (Why do manufacturers never supply 
spares for that quarter-inch bolt that always falls off the 
roof?) The PVC conduit was easy to work with once 
everyone got the hang of it, but there were some 
compatibility problems with loop-in, loop-out junctions 
for the lights, and finding boxes for the sockets. There 
was also a problem with one of the modules, which 
Solagen fixed when they came down to inspect the 
installation with a representative of BP Solar Nairobi. 


The other complications had to do with making sure 
that safety codes were followed. In East Africa, many 
designers and installers do not see a difference 
between 40 Wp systems and 2 KWp systems. Too 
often, they design and install using the same minimal 
codes. 
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The temporary Trace DR1524 inverter in the battery hut. 


We find that proper fuses and interconnects between 
battery and inverter are often not used. Earthing is done 
as a last minute thing, if done at all. Between inverters, 
gensets, and PV power sources, there are often no 
isolators, or the switches used are not properly rated. 
And, finally, in the generator/battery rooms where 
proper connections are so crucial, we often find snake- 
nests of unlabeled wires. Because the same companies 
that are not safety conscious also tend not to worry 
about educating end users, some dangerous situations 
are created in remote sites where large PV systems are 
installed. 


As an example, we were unable to find proper DC fuses 
for battery-inverter systems in the Kenya market, and 
no suppliers have them (though many install inverters!). 
Suppliers in Kenya often leave safety products out of 
the system, or substitute the wrong products. This has 
created many potentially hazardous situations, and has 
given PV an unprofessional and ramshackle reputation. 
EAA is working with committed local companies to 
increase awareness of the need for design standards 
and codes-of-practice, and to increase the supply and 
use of safety equipment. 


We Visit Later 

Three months after the system was installed and 
commissioned, Bernard and Mark from EAA went down 
to see how it was doing. Driving across the savanna 
under a full moon, we got lost somewhere near the site. 
Fortunately, we were able to use the system lights to 
find our way. From a distance, the Sollatek 18 watt 
security lights seem brighter than kerosene pressure 
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Students David Omgacho and Peter M. Ngalu from CWMS check array voltage. 


We parked, came in through the gates, and found 
students reading and studying in the chumba under the 
Sollatek lights. The cooks were making tea in the fully-lit 
kitchen. In the office, staff were using laptops and 
printers to produce the next day’s class material. Other 
students were outside playing drums and enjoying lunar 
energy around a campfire, undisturbed by the noise of 
a generator! 


Site manager Otieno reported that the chumba system 
had been overused once—the lights had been left on 
until the LVD cut them off. Afterward they had let the 
modules give the system a full week’s charge before 
using it again. In short, we found the system in good 
order, and our measurements showed the batteries and 
all other parts of the system to be working well. They 
have not even used the generator yet to top off the 
batteries. We chalk this success up to good design, 
careful installation, and—most of all—good user 
education and discipline. 


EAA will be holding occasional two to three week 
training courses at the bush camp over the next two 
years. Interested technicians should contact us. 


Appropriate Power 

Perhaps more than anywhere else, rural Africa needs 
appropriate power systems. Because of the poor reach 
of the grid, PV and generators will play a crucial role in 
supplying this power. This bush camp system is a high- 
quality demonstration of how PV can appropriately 
meet these needs, and a training system that enables 
people from the region to learn how PV works. The 
system shows that when you get both the technical 


hardware and the human software 
(training) right, there is no better 
power source than the sun. 


Access 

Authors: Frank Jackson, Green 
Dragon Energy, 2 Llwynglas, Bont- 
Dolgadfan, Llanbrynmair, Powys 
SY19 7AR, Wales, UK 

+ 44 (0)1650 521 589 
dragonrg@globalnet.co.uk 


Mark Hankins, Energy Alternatives 
Africa, Ltd., PO Box 76406, Nairobi, 
Kenya 

254 2 714623/716287 

Fax: 254 2 720909 
energyaf@iconnect.co.ke 


Instituto de Energia Solar, ETSI 
Telecomunicacion, Ciudad 
Universitaria, 28040, Madrid, Spain 
+34 91 336 72 21 

Fax: +34 91 544 63 41 
egido@ies-def.upm.es * www.ies-def.upm.es 

Source for Universal Technical Standard for Solar 
Home Systems. 


Centre for Wildlife Management Studies, Rod Swatton, 
PO Box 47272, Nairobi Kenya * CWMS@form-net.com 


Solagen Ltd., Eric Muhanji, PO Box 45679, Nairobi, 
Kenya * +254 2 441160/1 * Fax: +254 2 444182 
eric@solagen.com * www.solagen.com 


Agency for Personal Service Overseas (APSO), 29-30 
Fitzwilliam Square, Dublin 2, Ireland * +353-1-661 4411 
Fax: +353-1-661 4202 * ccoote@apso.ie 
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DEALERS WANTED TO JOIN OUR TEAM 


Looking for dealers to join the new team of Applied Power (formerly Alternative 
Energy Engineering, Solar Electric Specialties, Ascension Technologies). We offer: 


> Free tech support > Same day shipping 
>» 75 years combined experience > Custom design guides and catalogs 
> Huge in-stock product line > Training seminars 


>» COMING SOON: On-line ordering and inventory availability 


1 APPLIED POWER 
CORPORATION 


Weve Your Resource for Home Power Equipment. 


P.O. Box 339, Redway, CA 95560 * Call: 800-777-6609 ° www-<solarelectric.com 


Thank You 


for choosing — 
Atlantic Solar Products 


helping to make us the largest 
-BPSolarex® distributor in 
North and South America 


JOwever we’re st gnly second — 
our custome 2 #1 


ina. 


SOLAREX 


Authorized Sales and Service 


x 410.686.6221 


Abundant Technologies... 


4 oc A rq At Kyocera, We're committed to improving 
U 1 = society — and the environment — 
thug ht in OVative technologies. 

As one example, we’re the first company in America to mass- 
produce ceramic engine parts, which help reduce pollution from 
diesel trucks. Other Kyocera innovations include our microchip 
packages; electronic components; high-efficiency solar cells, 
which convert sunlight into electricity; digital cameras that never 
need film or processing; laser printers that require no disposable cartridges; 

and even the world’s first wireless, handheld video telephone! 


Microchip Packages Electronic Components High-tfficiency Solar Cells 


Contax & Yashica Cameras 


Innovative Wireless Phones 


Ecosys Laser Printers 


..and Limitless 
Solar, ewe Ene rg U 


record, Kyocera is not an 
oil company dabbling in renewable energy. 


We began developing solar technologies in : They never tire of 
1975. last year, we became the world’s #1 I h | lc fe fl, playing in the sun! 


producer of solar electric modules. We have Do they realize that 
more than 1,000 solar product dealers it will one day power their world? In many 
worldwide — and capacity to produce 36 applications, it already does. Solar energy. 


megawatts of solar cells per year. ASaresult, When we at Kyocera imagine the nent 
we’re helping people to use the sun’s energy — millennium, we see a bountiful future for all 
in applications ranging from lighting systems mankind. With abundant technologies. 


to Wireless telecommunications networks... And limitless energy. Energy so clean and 
remote home electrification... industrial pure, a child can see that it’s good. 
power systems... even Utility Grid Support. isn’t that a bright idea? 


KYOCERd 


Leading the World in Solar Energy 


KYOCERA SOLAR, INC. 
7812 E. Acoma, Scottsdale, AZ 85260 
Tel: 480/948-8003 Fax: 480/483-6431 
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Rooftop Photovoltaic Solar System 
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This environmental revolution is 
growing, led mostly by individuals 
and small communities who choose 
to live off the grid—either to satisfy 
their environmental beliefs, or to 
fulfill a desire or need to live apart 
from the grid-connected population. 
Moreover, these enlightened minds 
have long wondered when the 
world’s established institutions 
would join them in their quest to 
save the Earth. 


Corporate Green 

If the concept of environmentally- 
friendly urban office buildings is any 
indicator, we may be getting closer 
to winning the support of 
established interests in our 
environmental revolution. Kyocera 
Corporation provided an indication of this with the 
August 1998 opening of its new world headquarters in 
Kyoto, Japan. This facility is a 20-story showcase of 
green technologies designed to be “the world’s most 
environmentally friendly corporate headquarters 
building.” 


Kyocera, one of the world’s leading producer and 
supplier of solar energy products, has a history of 
developing business opportunities by addressing 
environmental needs. In reflection of this, the 
company’s new headquarters building features the 
largest vertical solar energy system installed on any 
urban skyscraper; a co-generation system; perimeter 
zone ventilation; air conditioners regenerated by ice 
which the facility freezes at night to diminish afternoon 
peak electricity consumption; and systems to utilize 
non-potable rainwater runoff and underground water to 
promote conservation. 


In an unusual twist for a multi-billion-dollar corporation, 
this building is designed to place the highest priority on 
environmental issues. Then again, “unusual” has 
become a recurring theme at Kyocera, where the 
official corporate motto is “Respect the Divine and Love 
People.” 


Building Concept 

The city of Kyoto is full of urban amenities and rich 
cultural heritage. Kisho Kurokawa Architects & 
Associates designed the Kyocera headquarters to 
harmonize with the local environment and even improve 
upon it by adding a 3,300 square meter (35,000 square 
foot) park on the site for the local community to enjoy. 


The building is at once aesthetically pleasing and 
environmentally friendly. No sacrifice was made in 
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Looking up at the south face of the building, 
the 15 degree tilt of the 1,392 solar panels is apparent. 


space, comfort, or functionality to incorporate the 
facility’s many environmental systems. In fact, the 
building houses two world-class museums on its lower 
floors. The Kyocera Museum of Art features Quianlong 
glassware, modern Japanese paintings, bronze 
sculptures, Kiwa-yohen pottery, and works by Picasso. 


View of the lobby from the reception desk shows 
sculptures and wide open space that make the transition 
from the outdoors to the museums on the first two floors. 
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The clock in front of the building includes a display noting the kilowatts each 
currently being produced by the 1,896 solar panels, 
as well as the total annual number of kilowatt-hours produced. 


The Kyocera Museum of Fine Ceramics History 
displays the development of advanced ceramic 
technology (the name “Kyocera” is actually a 
contraction of “Kyoto” and “ceramics’). 


Solar Power Generation System 

The building features 1,392 solar panels on the south 
wall, and 504 panels on the rooftop. This creates a total 
output of 214 KW, or 12.5 percent of the building’s 
electrical requirement. The annual power generation 
from these solar panels can total up to 182,000 KWH, 
equivalent to what 45,000 liters (12,000 gallons) of oil 
would produce at a conventional thermal powerplant. 
This conservation of petroleum eliminates a significant 
amount of air pollution—approximately 97.2 metric tons 
(107 US tons) of carbon dioxide, 133 kg (293 pounds) 
of sulfur dioxide and 92 kg (203 pounds) of nitrogen 
oxide per year. 


The solar-electric panels have been 
installed in a unique array, which 
has been adopted as a joint 
research theme between Kyocera 
and Japan’s New Energy 
Development Organization (NEDO). 
This research project will be used to 
gather data on various solar energy 
systems operating long-term to help 
increase public understanding of 
solar electricity. 


The installation of the solar panels at 
a 15 degree angle against the 
vertical south wall optimizes their 
efficiency and provides space 
between the wall and the panels for 
air intake and exhaust vents. The 
frames of the solar panels and their 
surface glass were reinforced in 
consideration of the wind resistance 
at each _ installation level. 
Inconspicuous detailing was added 
to the lengthwise joint to help it 
blend in with the other surfaces on 
the building facade. 


The rooftop photovoltaic array (504 
panels) faces south at an angle of 5 
degrees, and gives a maximum 
output of 57 KW. The 5 degree tilt 
optimizes sun exposure to the south 
without letting the panels shade 
other, and without 
compromising panel space on the 
roof. Many other systems have been 
installed on the roof, such as cooling 
towers for air conditioning facilities, various fans and 
pumps, and a heliport. The photovoltaic installation has 
been carefully designed to maximize photovoltaic 
surface area while allowing for the specific building 
requirements of an urban office tower. 


The photovoltaic array is believed to be the first in any 
large-scale solar generating system in Japan to use a 
modular design. This modular design combines many 
small-scale photovoltaic systems into one large system. 


There are two different methods for installing large 
photovoltaic systems. The standard is to have all the 
modules connect to a single inverter. This causes 
problems when the inverter needs repair, since the 
entire system must be shut down to repair a problem 
with just one of the major components. 


Instead, Kyocera chose the modular approach. They 
have twenty-two separate systems of 10 KW each. 
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504 PV panels on roof, 113 watts each, wired for 57 KW at 300 VDC 


1,392 PV panels on south wall, 113 watts each, 
wired for 157 KW at 300 VDC 


Commercial 
electric utility 


Twenty-two discrete sub-system 
redundancy and the ability for 


Collection 
box 
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Kyocera Headquarters 
Kyoto, Japan 


Twenty-two 
10 KW 


transformerles. 


grid-intertie 
inverters 


Linked control 
panel 


Kyocera Headquarters 
building loads 


A Profile of Kyocera Corporation 


Kyocera Corporation was founded in Kyoto, Japan in 1959 
as a manufacturer of engineered ceramics—a family of 
advanced materials that includes alumina, beryllia, zirconia, 
silicon nitride, and many others. These precisely formulated 
materials have unique physical, electrical, and structural 
properties not found in metals or plastics. 


Unlike the ceramic tea set your grandmother had, these 
ceramics are second in hardness only to diamond. They are 
extremely heat resistant, chemically inert, and stable enough 
to be machined with sub-micron precision. With such 
desirable characteristics, Kyocera’s ceramic products are 
found in applications ranging from semiconductors to 
industrial engines to orthopedic joint replacement systems. 


Kyocera entered the solar energy industry in 1975, guided by 
the environmental convictions of its founder, Dr. Kazuo 
Inamori. Under Inamori’s guidance, engineers combined the 
company’s crystalline material technologies with their 
accumulated expertise in electronics and efficient mass- 
production. Kyocera has been able to continuously improve 
all aspects of designing and manufacturing their solar energy 
products—from processing raw materials to producing 
photovoltaic cells and assembling finished modules and 
systems. 


By combining their advanced ceramics with metals and 
plastics, and integrating them with other technologies, 
Kyocera has become a world leader outside the solar 
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industry as well—in semiconductor packaging, electronic 
components, optical instruments, and network laser printers. 
In addition, the Kyocera Group includes affiliate companies 
like DDI Corporation, Japan’s second largest provider of long 
distance and wireless communication services. In 
cooperation with DDI, Kyocera has developed an innovative 
line of telecommunications equipment ranging from network 
base stations to digital handsets (including the world’s first 
wireless, handheld video telephone). 


During the last fiscal year (which ended March 31, 1999), 
Kyocera achieved sales of US$6.1 billion (725 billion yen), 
with net income of US$239 million (28 billion yen). The 
company employs approximately 37,000 people worldwide, 
including about 20,000 outside Japan. Kyocera has been 
named by /ndustryWeek magazine as one of “the world’s 100 
best-managed companies.” 


To maximize its future growth potential, Kyocera is now 
focusing its R&D programs on three general markets: 
environmental protection, telecommunications/information 
processing, and “quality of life.” This last category includes 
dental and orthopedic implants; electronic components for 
hearing aids, heart pacemakers, and other medical devices; 
wireless communications network equipment; cameras 
(digital, APS, 35 mm, and 645); created emeralds, rubies, 
and other gemstones; and solar-powered systems, among 


other things. 
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Kyocera’s Solar Division 


Since 1975, Kyocera has steadily invested in solar R&D and 
facilities, including a US$50 million manufacturing plant 
expansion in the mid 1990s. None of this attracted public 
attention, however, until 1998, when the company’s 
consolidated PV shipments of 24.5 megawatts made 
Kyocera the world’s number-one producer of solar-electric 
modules. The company’s shipments rose to 29 megawatts, 
with consolidated solar product sales of approximately 
US$140 million (17 billion yen), during the last fiscal year. 


World’s #1 Solar Producer and Supplier 
In August 1999, Kyocera acquired Golden Genesis 
Company, North America’s leading marketer and distributor 
of solar electric systems. The company was subsequently 
renamed Kyocera Solar, Inc. (KSI). This acquisition gave 
Kyocera approximately US$45 million in additional annual 
revenue from solar-electric products, as well as two 
assembly facilities, ten distribution centers, more than 1,000 
additional solar product dealers globally, and subsidiaries in 
Brazil, Argentina, and Australia. With the combined solar 
product revenue of Kyocera and the former Golden Genesis 


Each 10 KW system is complete in itself, which 
minimizes output loss by enabling each sub-system to 
be optimally controlled. In a non-modular system, for 
example, overall efficiency drops whenever any of the 
solar panels are in the shade, or if a panel or electrical 
component needs to be repaired. A modular system 
eliminates these problems by allowing individual 
sections of the overall photovoltaic installation to act as 
independent systems. 


There is one potential pitfall to this design: when 
multiple PV systems exist throughout a building, control 
and monitoring of the system as a whole can become 
difficult. Kyocera solved this problem by developing a 
“local operating network” which provides high-quality 
monitoring, data collection, and control, with minimal 
wiring. 


exceeding US$185 million for the last fiscal year, Kyocera is 
regarded as the world’s number-one vertically-integrated 
producer and supplier of solar energy products. 


Residential and Commercial Success 

Before acquiring Golden Genesis, Kyocera focused its solar 
energy business on the Japanese market, where a program 
of government incentives has led to the installation of 
approximately 6,000 home solar systems in recent years. 
Kyocera supplied approximately 43 percent of this market 
during the last year, and is increasing its support of other 
markets worldwide through its expanded dealer network. 


In addition to residential products, Kyocera’s integrated solar 
energy systems are used in telecommunications; the oil and 
gas industry; roadway and railway safety and traffic 
management; village electrification; vacation home power 
generation; marine and RV applications; residential and 
agricultural water pumping; agricultural fence electrification; 
and utility grid support systems for homes and public 
facilities. 


The electrical control room with its twenty-two 10 KW synchronous inverters. 


The building’s local operating network includes 22 
separate photovoltaic sub arrays. Each PV module is 
rated at 113 watts at 16.9 volts, measures 1 meter (3.3 
feet) square and 36 mm (1.4 inches) thick, and weighs 
21.8 kg (48 pounds). The input voltage of each series 
string is 300 VDC, feeding into a 10 KW 
transformerless inverter rated at 200 VAC. Kyocera 
developed this 10 KW transformerless inverter 
specifically for the local operating network. It has no 
fan, so it operates quietly, and boasts a conversion 
efficiency of 95 percent. 


This building is fully grid-connected, since maximum 
power loads exceed the capacity of the photovoltaic 
system. Also, any excess electricity generated during 
weekends or holidays by the photovoltaic system can 
be sold back to the power company. 


Co-Generation System 

The building’s co-generation system 
uses reciprocating engines to turn 
two 520 KW electrical generators. 
These engines run constantly, and 
can be used as an emergency 
backup generation system to supply 
approximately 60 percent of the 
building’s power capacity needs in 
the case of a grid power outage. The 
engines are powered by natural gas 
to reduce carbon dioxide and sulfur 
dioxide emissions. 


An absorption chiller makes effective 
use of the engines’ waste heat by 
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chilling water for the building’s 
climate control systems. As a result, 
the energy efficiency of the co- 
generation system is estimated to 
be more than twice that of 
commercially generated electrical 
power from the local grid. Kyocera is 
the first company in Japan to 
combine a natural-gas-powered co- 
generation system, a photovoltaic 
system, and standard grid- 
connected electric power in an 
urban office tower. 


AC Regenerated by Ice 

The building’s air conditioning 
system takes advantage of the utility 
company’s relatively abundant off- 
peak energy to produce ice at night 
(between 10 PM and 8 AM). The ice 
provides refrigeration during the day 
to reduce energy consumption during peak energy 
usage hours. In addition to reducing costs, this type of 
system can help diminish the large gap between 
daytime and nighttime energy loads. This can help 
reduce the likelihood of brownouts on the utility grid. 


Perimeter Zone Ventilation System 

In non-winter months, sunlight hitting an office building 
creates a “hot zone” indoors near the windows, where 
indoor temperatures can be much higher than the air 
outside. In conventional buildings, this area is cooled by 


Systems 


A view of the machine room for the co-generation heat source. 


additional air conditioning, which consumes a 
significant amount of energy. In the new Kyocera 
headquarters, a perimeter zone ventilation system 
senses indoor/outdoor temperature differentials. During 
the spring and fall, it automatically brings cooler outdoor 
air in to help cool the air conditioning fan coils in this hot 
zone. This provides a natural, environmentally-friendly 
boost to the building’s air conditioning system. 


Air Conditioner Airflow Controls 
Two airflow control systems use sophisticated 


Kyocera’s Environmental Commitment 


Led by Dr. Kazuo Inamori, founder and chairman emeritus, 
Kyocera has a long history of emphasizing environmental 
preservation. More than 95 percent of the company’s wholly- 
owned facilities worldwide are registered to the ISO 14000 
standards for environmental management. In addition, 
Kyocera’s “green” initiative includes developing products and 
technologies—such as solar energy, among many others— 
that can reduce or eradicate environmental problems at their 
source. 


Ceramic Engine Components 

Kyocera’s ceramics hold tremendous promise for reducing 
exhaust pollution by allowing engines to operate at higher 
temperatures and burn fuel more efficiently. Kyocera 
engineers have created prototype diesel engines made 
almost entirely of ceramic to demonstrate the material’s 
viability. Today, Kyocera is employing these technologies in 
Vancouver, Washington to mass produce ceramic parts for 
heavy-duty diesel truck engines, and in Japan, where it 
produces ceramic turbocharger rotors, ceramic fuel pump 
components, ceramic-based components for oxygen 
sensors, and related automotive pollution-control devices. 
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Ceramic Gas Turbine Components 

Kyocera is designing structural ceramic components for gas- 
turbine powered electrical generators, where higher 
operating temperatures offer significant improvements in fuel 
efficiency and emissions. Where solar power remains 
unfeasible, the potential for “microturbines” in low-volume 
power generation could be vastly enhanced through the use 
of these materials. 


Cartridge-Free Laser Printers 

The world’s computer users consume an estimated 100 
million disposable laser printer cartridges each year. Most go 
directly into landfills. Kyocera’s patented network laser 
printers eliminate this disposable cartridge through the use of 
a silicon-coated print drum that prints up to 300,000 pages 
without replacement. 


Filmless Digital Cameras 

Kyocera’s Samurai 2100DG is the world’s first 2-megapixel 
digital camera with a 4X optical zoom. Utilizing no 
photographic chemicals or film, this camera produces images 
that are comparable to 35 mm photos at enlargements up to 


8 by 10 inches (20 x 25 cm). 
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temperature sensing to give the building’s air 
conditioning another efficiency boost. One system 
incorporates blowers with variable-speed motors to 
automatically adjust airflow to each floor of the building, 
which reduces unnecessary airflow. In concert with this, 
a second system provides local airflow control within 
individual offices by adjusting airflow as needed from 
each ceiling duct automatically. These systems create 
significant energy savings in comparison with 
conventional office buildings by reducing loads on the 
AC system. 


Use of Underground Water and Rainwater 

This system helps make efficient use of natural 
resources by using non-potable underground water and 
collected rainwater as an agent for the air conditioners, 
to flush toilets, and to irrigate the landscaping. 


Other Environmental Systems 

Kyocera’s new headquarters building includes energy 
measuring systems for each floor, high-efficiency zoned 
lighting, heat reflecting glass, and even “smart” 
escalators, which run only when they sense the 
approach of a passenger. 


From any angle, this building’s basic concept of 
combining ecological systems with world-class comfort 


and style is a milestone in urban design. We believe it 
represents a new model for the modern office tower, 
which could serve as an example of environmental 
awareness in many regions of the world. 


In the words of architect Noriaki Kurokawa: “I regard 
this building as more than just a new corporate 
headquarters. | believe it embodies a true spirit of 
challenge—a spirit which initiates new ventures and 
opens new doors.” 


Access 

Author: Anne Wallis Haynie, Communications 
Specialist, Kyocera International, Inc., 8611 Balboa 
Ave., San Diego, CA 92123 * 858-614-2575 

Fax: 858-492-1456 * aw.haynie@kyocera.com 
www.kyocera.com 


Kyocera Solar, Inc., 7812 East Acoma, Scottsdale, AZ 
85260 * 800-544-6466 or 480-948-8003 

Fax: 480-483-6431 * info@kyocerasolar.com 
www.kyocerasolar.com 


Kyocera Headquarters Building, 6 Takeda 
Tobadono-cho, Fushimi-ku, Kyoto, Japan 612-8501 
075-604-3500 * Fax: 075-604-3501 

info@kyocera.com * www.kyocera.com poy 


Renewable Energy: 100 years ago it looked 


like a bright idea. 100 years later it looks brilliant. 

While Trojan Battery wasn’t around at the dawn of time (we weren’t founded until 1925) it didn’t take us long to make 
a huge contribution: Trojan deep cycle battery technology. It works whenever you need clean, green energy for any 
application: Photovoltaic, hydro or wind-generated. Remote sites. Emergency generators. EVs. RVs. And more. We sell 
more deep cycle technology than anyone, so we’re able to offer more support than anyone. Why not take advantage of our 
nearly 75 years of know how and fast, friendly service? Call us at 800-423-6569. Or fax us at 562-906-4033. 

Or better yet, visit us at www.trojanbattery.com. Deep cycle technology doesn’t get any better than this. 


PS Trojan. 


BATTERY COMPANY 
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The Barton Safari motorhome in travel mode, with David Barton at the door. 


WI, s a full-time RVing nomad, I'm 

always looking for innovative 
solar applications that push the 
levels of technological sophistication. 
When | first saw David and Pat Barton’s 
40 foot (12 m) 1998 Serengeti 
motorcoach, | wanted to take a closer 
look. What the Bartons had done to the 
standard Safari battery system was 
totally unconventional. They had added, 
in effect, their own completely separate 
AC power generating system! 


The regular factory-equipped energy package for that 
year’s model included a 400 amp-hour battery bank, 
one 75 watt PV panel, a 12 amp ASC regulator, a Heart 
Freedom 20D 2,000 watt inverter/charger, and a 6.3 
KW propane-fueled Onan genset. In many cases, a 
motorcoach owner will add several panels, upgrade the 
regulator/controller and add a more sophisticated type 


of battery monitoring device such as an E-Meter. The 
Bartons had taken a giant step beyond this more typical 
upgrade. 


Energy Self-Sufficiency 

The transformation began with the goal of energy self- 
sufficiency for long-term emergency situations. The 
Bartons wanted to be comfortable in areas supplied by 
grid power—in any place that would have been 
inadequate to provide the 50 amp service necessary for 
operating all of their loads simultaneously. Their 
substantial load profile includes two roof-mounted air 
conditioning units, a 1,500 watt convection microwave, 
a Combomatic washer/dryer, a satellite TV and home 
theater system, a computer and printer, lights, and 
miscellaneous tools and equipment. 


The Bartons are long-time supporters of renewable 
energy in both their personal and business lives. In 
1994, David attempted to establish an environmentally- 
oriented business park that would have used all 
renewables and promoted other “green” business 
practices. He is an active inventor and entrepreneur 
who holds numerous patents in the oil service and 
studwelding (a method of attaching fasteners used in 
many manufacturing processes) industries. 
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The challenge of creating a self-sufficient, solarized 
motorhome was a wonderful marriage of personal 
beliefs and the latest in solar technology. Home Power 
magazine provided technical background in solar 
applications and commercial resources necessary to 
the undertaking. The technical design and installation 
were coordinated with Lynn Haynes and Lad Pragay of 
Southern Stud Weld (David Barton’s first business), 
under the supervision of David Barton, and Tim Vaughn 
of Solar Utility Network (a Texas RE company). 


PV Array 

The original calculations showed a need for a system of 
thirty 50 watt panels. In order to maximize PV output, 
the entire roof was dedicated as a collector area. For 
the flat fixed racks, extruded aluminum rails were cut 
and installed to support the twelve Solarex VLX-80s 
and six VLX-53s (1,278 watts total). The PVs were 
configured in two arrays at 24 volts, and cabled with #6 
(13 mm2) stranded wire to the two ProStar 30 amp 
regulators. 


The Concorde Lifeline absorbed glass mat (AGM) gel- 
cell batteries (model GPL-8P, 255 AH) were selected for 
their high charge current acceptance capacity, safety, 
and low internal resistance. A Balmar 24 volt, 7 KW 
brushless alternator and equalizer unit was also added 
to the 300 hp Caterpillar diesel engine that powers the 
motorhome. This charges both the primary battery bank 
at 24 VDC via a Balmar three-stage regulator, and the 
factory-standard battery bank dedicated to the coach 
DC loads at 12 VDC. 


The Bartons want the freedom to travel, camp, and live 
with no shore power or very limited power, as is often 
the case in remote forest service campgrounds or in 
friends’ driveways. They want to be 
able to operate the two Dometic 
roof-mounted air conditioning units 
separately or simultaneously 
(13,500 btu per hour, drawing 
approximately 14 amps when 
running). These and the other AC 
loads in the motorhome mean they 
need access to 50 amp service or a 
6 KW generator, at a minimum. 


Stacked Inverters 

For stand-alone solar operation, an 
inverter would need to produce 
adequate power from the battery 
bank, or be able to “smartly” 
supplement the available shore 
power. After much discussion and 
consultation with various suppliers 
and engineers, the Bartons chose 
two Trace SW4024 inverters. These 


Recreational Vehicles 


Panel installation was made more secure by mounting 
them to structural aluminum running along 
the entire roof structure, attached to the rafters. 


would be used in stacked mode to produce 50 amp 
service at 220 VAC from the battery bank, or from 15, 
20, or 30 amp shore power. 


Each inverter has its own full-function remote for 
operations and system monitoring. Fused disconnects 
were installed between the charge controllers and 
battery bank, and a DC-rated 225 amp circuit breaker 
was installed between the bank and each inverter (see 
schematic). The inverter output is then routed to the 
standard AC breaker panel in the motorhome, where all 
AC loads are connected. A Todd Engineering PS-250 
transfer switch is used to direct AC input from either 
shore power or the 6.3 KW generator. 


Remote camping is no problem with the extensive power system. 


Ha i "a 
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DC disconnect with two ProStar 30 charge contiollers: 


Original RV System 

The DC side of the motorcoach powers the lights, water 
pump, furnace blower fan, and the various detectors 
and circuit board controls for the refrigerator, hot water 
heater, and furnace. This is the factory-installed system 
mentioned earlier. It uses one Siemens 75 watt panel, a 
Heart 20D 2,000 watt inverter/charger, an ASC 12/12 
(12 volt, 12 amp) regulator, and a battery bank. 


The original 400 amp-hour lead-acid batteries were 
replaced by the Concorde Lifeline AGM batteries, due 
to maintenance issues and problems with corrosion. 
This system also has multiple charging sources: the 7 
KW Balmar alternator, the 75 watt panel, and when 
necessary, the Heart inverter/charger operating from 


Four of the six Concorde Lifeline batteries in the insulated center bay. 
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any of the AC sources available. An 
added benefit of this original factory 
system is that it provides a backup 
source for a number of the coach AC 
loads if the main system is down for 
any reason. 


Roadworthy 

There was a concern that once all 
this additional equipment was 
added, the vehicle might have 
weight and handling problems. With 
some trepidation, a trial run was 
made and a weigh-in scheduled. To 
everyone’s delight, no problems 
were noted. Even after the water 
and fuel tanks were filled and 
personal gear was added, the total 
coach was_ still within the 
manufacturers GVWR (gross vehicle 
weight rating). 


Safari motorhomes are noted for 
exceptional payload capability, a far cry from most 
manufactured RVs. However, modifications were made 
to the steering system. Larger diameter sway bars and 
mounts were added, and a D. Howard guidance 
steering centering system was installed for overall 
safety and control. 


David is now in the development and demonstration 
stage of a trailer-based “Portable Power Source” which 
contains the same power systems that are in their RV, 
along with an ultra-efficient Fischer Panda diesel 
generator, and a colloidal silver water purification and 
storage system. The new independent system is 
designed to provide power and water for extended 
periods, for emergencies, or as a turn-key portable 
utility. Stay tuned for more 
information. 


Deluxe Demo 

The Bartons have discovered that 
their new power system makes 
getting set up in any new location 
much easier. Connecting the shore 
power line is one of the last things 
they have to think about. And if a 15 
amp service is all that is available, 
not to worry. The Trace inverters are 
smart enough to adjust the output, 
making up the difference from the 
battery storage system, allowing full 
50 amp operation of the coach. 


David and Pat have taken the coach 
all over the country, sharing their 
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Daud & Pat Gartou's 
Motorhome System 
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One of the Trace SW4024 inverters and the AC load center breaker 


inside the center bay. 


Barton RV System Costs 


Qty Description Cost (US$) 
2 | Trace SW4024 inverters 5,216 
12 | Solarex VLX-80 solar panels 4,657 
6 | Concorde Lifeline 255 AH batteries 3,090 
6 | Solarex VLX-53 solar panels 1,572 
Cables, connectors, & cable wrap 1,541 

1 Vanner VoltMaster, model 60-100 800 
1 Balmar alternator/regulator 600 
2 | Trace remote controls 530 
1} 220 amp DC circuit breaker 450 
2 | ProStar 30 PV controllers 286 
Aluminum for mounting solar panels 267 
Steel for battery cages 190 

1 | Square D AC load center & breakers 85 
1 30 amp 3-pole disconnect 85 
Miscellaneous hardware 75 


Total Hardware $19,444 


Labor 
Hrs Description Cost (US$) 
120 Lynn (Electrician) 3,000 
120 Lad (Machinist) 3,000 
40 | Atilla (Labor) 500 
40 | Darrel (Labor) 500 


Total Labor $7,000 
Total System Cost $26,444 


experiences and the technology with 
others at campgrounds and rallies. 
Even though the level of 
sophistication and expense may put 
this system out of the reach of most 
RVers, it’s a great demonstration of 
the strengths and limitations of a 
residential-sized solar-electric 
installation on a motorhome chassis. 


Access 

Author: Tom Vineski, Alternatives: 
Solar Energy Systems, 149 Rainbow 
Dr., PMB#4911, Livingston, TX 
77399-1049 * 800-652-0826 
TNVineski@aol.com 


David & Pat Barton, Lynn Haynes, 
Southern Stud Weld/Barton 
Resources, 3645 Conflans, Irving, 
TX 75061 * 800-929-0732 or 
972-790-3339 * Fax: 972-313-0864 
ssw@studweld.com 
www.studweld.com 


Tim Vaughn, Solar Utility Network, PO Box 154008, 
Waco, TX 76715 * 254-576-3030 * Fax: 254-576-1009 
sunhub@hot1.net 


Balmar, Brad Johnson, 19009 64th Ave. NE #4, 
Arlington, WA 98223 * 360-435-6100 

Fax: 360-435-3210 * balmar@balmar.net 
www.balmar.net alternators & equalizer 


Concorde Lifeline Batteries, Dave Godber, 7702 South 
Greenleaf Ave., Whittier, CA 90602 * 800-527-3224 or 
562-696-6232 * Fax: 562-696-7415 
webmaster@lifelinebatteries.com 
www.lifelinebatteries.com 


River City Products, 199 W. Rhapsody, San Antonio, TX 
78216 * 800-879-4277 or 210-377-0853 

Fax: 210-377-1089 * river@dcci.com 

D. Howard steering guidance system 


ADDCO,1596 Linville Falls Hwy, Linville, NC 28646 
800-621-8916 or 828-733-1560 * Fax: 828-733-1562 
dosborne@addco.net * www.addco.net 

modified sway bars 


The Vanner Power Group, 4282 Reynolds Drive, 
Hillard, OH 43026 * 800 227-6937 * Fax 614 771-2718 
Technical: Greg Woeste, Ext. 201 

pwrsales@vanner.com * www.vanner.com 
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Get All The Power 
You Paid For! 


Solar panels...You bought them, and they were expensive. 
But are you getting the power you paid for? Be certain with 
the state-of-the-art Charge Controllers from Fire, Wind and Rain! 


The Power Advantage series of charge 

controllers features include... 

e Maximum Power Point Tracking: Continuously 
adjusts current from solar panels as it transforms 
voltage, allowing it to seek the precise point where 
maximum power is available. This produces up to 
25% more power than conventional models. 

e 3 Charging Modes: Bulk charge, constant voltage 
and equalize. 

e Easy To Use: Set up with built in LCD display or 
computer (depending on model). Our exclusive 
Virtual Control Panel lets you monitor your system 
and collect data on how much energy has been 
produced and used, and the state of charge of the 


battery as well as battery life based on present load. 


e Available in 24 and 48 volt models with capacity up 
to 1500 watts. Also available in both step up and 
step down voltage models. Ideal for retrofits! Any 
installation using a conventional charge controller 
can use a Power Advantage! 


To be sure your getting all the power you paid for, we 
invite you to contact us or the Dealer in your area. 


ie FIREWIND&RAIN 


5 TECHNOLOGIES LLC 


3920 East Huntington Drive, Flagstaff, AZ 86004 
(800) 588-9816 © (520) 526-1133 ° Fax (520) 527-4664 
www.firewindandrain.com 


YOU ARE FORESIGHTED ENOUGH TO BUY PV. YOU MUST BE 
FORESIGHTED ENOUGH TO BUY ASE AMERICAS. 


* Class A Fire Rating 

* Individually Tested 

* No Lead Solder 

* Tight Power Tolerance 
* Large Area 


* Goes on Any Roof 

e More for Rated Power 

° RELIABLE 

° Fast Installation 

» Lowest Life Cycle Cost 


Visit th 
e on low ® ont ° deta; Meric 
risk YOu! ie pv intellige” Y want an Hd list of gq b Site 
wry modules: sn que ions: Wereq Wh Ons you'll 
ne rl 2 2 Say 
ask! S E— Americas, Inc. 9 PY, 


4 Suburban Park Dr. Billerica, MA 01821-3980 
Phone: (800) 977-0777 x5985 © Fax: (978) 663-2868 


www.adsepv.com 


The Solar Power 
Companion 


ASE AMERICAS, 
maker of the 
WORLD’S MOST 
POWERFUL PV MODULES, 
now brings you 
THE EARTH’S 
FRIENDLIEST GENERATOR: 


the patent pending 


The Solar Power 
Companion PRO 


S-P-C—=2000 ¥ 
JUST ADD 
eee" 


e Plug and Play 

e Rolls Anywhere 

e Adjustable Tilt Angle 
e Folds up for storage 
e 12 VDC RV, Auto & 


110 AC outlets 


ASE Just Knows How to 
Make Great PV Products! 


Visit 
www.solarbowercompanion.com 


or call now at 1-877-JASMIN 1 
Dealer Inquiries welcome. 


E-Mail: soc2000@asepv.com 
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‘The First Nore In RE Batteries 


Visit our NEW Store! 


6791 South Main St. 
Suite C 


Bonners Ferry, ID 83805 


800-718-8816 
208-267-6409 


fax: 208-267-3973 


www.nwes.com 


—EPROR 800 


9188-81Z-008 


JIVUOLS ADUANS LSAMALION 


rast ery ire a Sranchiticon iat longer E trery life ot fefrafluoroedhylene [Teflac® |i, email: batteries@nwes.com 
rowih-of ont proeitive qritk fullcoparty 4 our patented HLULP, added, ol precisely mectured 
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Dy thw key to SolerOne) = pote A colloidal suspension of materen! 


Dealer Inquiries Invited. 


Now you can enjoy the benefits of the Proven Hup Technology 
in your R-E system with the Hup Solar-One. Best Factory Warranty: 
5 years Free Replacement, 5 years Pro-rated. 

FREE System Design and Product Catalog for all your alternative energy needs! 


Special Pricing on Package Systems / Best Pricing & Customer Service is our Goal 
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Natural energy powers the fight for nature at the Indigenous Environmental Network conference. 


lear turquoise skies arched above 
C the Buckskin family camp where 

close to 1,000 people would soon 
gather to share stories and strategies of 
the indigenous experience protecting 
Mother Earth. Traditional reverence and 
respect for life guided our decision to 
use the power of the sun to strengthen 
our voices. Solar electricity is our ally in 
the effort to end desecration caused by 
the use of conventional energy 
resources. 


Swinging off Shasta County road 19 onto a red dusty 
road, | breathed a sigh of relief. My day’s journey from 
Sebastopol came to an end at the camp in Fall River 
Mills, California. | had arrived three days before the 
official start of the conference. | planned to help Bob-0 
Schultze of Electron Connection install the photovoltaic 
system for the conference. The system would power 


Protecting Mother Ea 
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the public address system, the main arbor gathering 
area, the radio microtransmitter, and lights. 


Native Network 

The Indigenous Environmental Network (IEN) is a 
national alliance of grassroots indigenous organizations 
governed by a national council of indigenous individuals 
from a variety of native nations. IEN fulfills its goals as a 
non-profit organization dedicated to protecting the 
sacredness of Mother Earth and her indigenous 
children in a variety of ways. These include resource 
and referral networking; providing an information 
clearinghouse; supporting grassroots endeavors with 
strategic development; pro bono technical and legal 
referral; media access and campaign development; 
hosting an annual conference; participating in national, 
regional, and local advocacy; writing a newsletter; and 
assisting with direct action. 


The annual conference is one of many effective things 
IEN does in its pursuit of environmental and social 
justice (which we believe to be one and the same). Five 
hundred years of colonial rule have left Turtle Island (an 
Iroquois name for North America) with a serious 
environmental crisis. It threatens the survival of all life if 
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we continue to release toxins, dump radioactive waste, 
clearcut our forests, etc. IEN teaches the indigenous 
concept that we as humans are not separate from our 
environment—in fact we are our environment. 


What | came to do this year was provide the power— 
the electrical energy—to project IEN’s voice out to the 
hundreds of people who came to listen and learn. This 
energy was created from the intense golden rays 
streaming down upon our camp. Without one lone cloud 
in the sky, the sun successfully provided us with four 
days of photovoltaic fuel, as well as a few burned 
noses, heat strokes, and some dehydrated children. 


The System 

We were lucky to have Bob-0 Schultze of Electron 
Connection lend us the gear for the duration of the 
conference. He arrived Saturday with a truckload of 
solar equipment, wires, tools, and nuts and bolts. 
Shortly thereafter, Bill Battagin from Feather River Solar 
Electric came rolling in to help. We spent the next three 
to four hours making connections and attaching wires 
and screws to build a 24 volt PV/inverter system. 


Bill Battagin of Feather River Solar Electric 
and author Eva Blake with the PV system. 
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Activism 


Modern technologies and traditional values 
must meld for a positive future. 


The energy, captured by the cells of eight 75 watt 
Siemens photovoltaic panels, traveled first through a 
Trace C-40 charge controller to regulate battery 
charging. It then entered the battery bank after passing 
through a safety disconnect switch. The battery bank 
consisted of four Trojan L-16s wired in series with a 
total capacity of 350 amp-hours. 


Leaving the battery, direct current was sent to a Trace 
SW4024 inverter where it was converted into sine 
waves at 120 volts, a current that jives with our 
electronic equipment. Two 20 amp circuit breakers were 
installed between the inverter output and the plug-in 
receptacles. 


An E-Meter was installed for easy verification of the 
system’s status, giving us readings of amp-hours used, 
incoming amps, operating volts, and percentage of 
battery capacity. This little contraption and | became 
good friends over the next four days as Bob-0 left me in 
charge of overseeing the system’s usage. Maintaining 
the batteries meant getting a grip on the energy 
entering and leaving the system. 


The Load 

We were able to power the complete sound and lighting 
system at the main arbor as well as a microtransmitter 
which put the conference on air on our homebrew radio 
station, KIEN. The sound system ran at a maximum 
1,320 watts, and actually drew on average about 960 
watts of power. The microtransmitter was measured at 
about 152 watts, and the four lights were each rated at 


13 watts. 


Activism 


Tom Goldtooth, Dine/Dakoia, the national coordinator of the Indigenous 
Environmental Network, with Joseph Leon, the soundman. 


The schedule of the day’s events coincided perfectly 
with the needs of the system, and allowed three to four 
hours in the afternoon of no-load time to recharge the 
battery while workshops were taking place. The first 
night we consumed very little energy while enjoying a 
traditional ceremony, a bear dance. The amplifier was 
only used for about ten minutes, and the lights were not 
needed, since there was a fire. 


The following nights were much more demanding. 
Talent shows ran their course of Indian jokers, 
drummers, singers, and poets who filled the arbor with 
entertainment past midnight. | wired four compact 
fluorescent floodlights to the arbor for this purpose. 
They were each rated at 13 watts, providing the same 
amount of light as a 60 watt incandescent. 


More With Less 

Energy efficiency is a crucial companion to renewable 
energy systems. The feasibility of RE systems, 
especially photovoltaic systems, is drastically reduced 
without conservation, and without reducing energy 
demand. The principles are the same—reduce 
consuming fossil fuels and other conventional energy 
sources to a minimum by practicing the laws of do with 
less, do without, or do it some other way. 


According to the manufacturers, each of the lights we 
were using would save, in their 10,000 hour lifetime, 
over 6 barrels of oil, or one ton of coal. This means 
7,332 pounds of carbon dioxide (the main culprit in 
global warming); 67 pounds of sulfur dioxide 
(responsible for acid rain); and 28 pounds of nitrogen 
oxides (which produce acid rain and smog) would be 
prevented from entering our atmosphere by choosing 
energy efficient lights. 


On the first day, an extra 17 watt 
panel and DC fan left by Bob-0 
found a unique niche in the system. 
The radio transmitter was having 
problems operating because of the 
intense heat (over 100°F; 38°C), 
and had to be shut down. The small 
PV panel was used to directly power 
the DC fan, cooling the transmitter 
perfectly. With the fan we were able 
to stay on the air, while saving the 
main system from having another 
load. 


PVs produce good amounts of 
electrical energy, but the capacity of 
the batteries is a limitation. Batteries 
are like a bucket; no more will come 
out than was put in, and 
unfortunately solar panels generate 
electricity slowly. We had a battery 
capacity of 350 amp-hours, and eight panels rated at 
4.4 amps apiece, at 12 volts. So in our 24 volt system, it 
would take about 20 hours of full sun to completely 
charge the batteries from zero (and you never want to 
let your batteries get down there!). Our average total 
load was about 10 amps. And only between the hours 
of 9 and 5 were we actually running the loads and 
charging the battery at the same time. This is why an 
energy budget with conservation practices had to be 
established. 


Solar Education 

Those four days, with the sun blazing down from a 
bright blue sky, taught many people valuable lessons in 
solar energy. On the third day, there was an afternoon 
workshop entitled Building Sustainable and Healthy 
Communities, which was facilitated by Tia Oros of the 
Seventh Generation Fund. The presenters included 
Andrew Laahty of Zuni Organic Farmers Association, 
New Mexico; Paul “Sugar Bear” Smith of Tsyuhekwa 
Program, Oneida Nation, Wisconsin; and Kevin Begay 
of NativeSUN/Hopi Solar. 


Kevin Begay spoke about the history of their work, 
which began in Hopi villages and then reached out to 
some Navajo homes. He led everyone through the 
system as it trickled power into the batteries, explaining 
each component and its function. It was excellent to 
have someone represent a successful, native-run, 
native-serviced solar business on the rez. NativeSUN is 
an encouraging and motivating force with firsthand 
knowledge about how solar can enrich indigenous 
peoples and their communities. 


Other people besides those in the workshop were 
touched by the solar system, which stood out by the 
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Activism 


The Protecting Mother Earth Conference PV System 
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main arbor like a glowing candle. Children who stopped 
to make shadow puppets on the panels got a lesson in 
the basics of collecting solar energy. Curious adults 
were drawn over to ask questions about how it worked, 
how feasible it would be in Guyana, South America, and 
why renewable energy is so important in the indigenous 
quest for a sustainable future. In this way, | led small 
informal “workshops” on the system and networked with 
many people interested in working with solar energy. It 
strengthened connections | had with organizations 
opposing nuclear energy and planning to use solar in 
their work and at their offices. It was a focal point and 
highlight of the event. 


Indigenous Energy 

Indigenous communities experience some of the most 
horrible dangers resulting from the production and use 
of conventional energy sources. According to the 
stories shared by speakers at the conference, much 
damage has already been done. Uranium mining 
exposed Navajo miners to radon gas at between one 
hundred and one thousand times the limit later 
considered safe. 


Close to one thousand abandoned mines riddle the 
Navajo Nation. Near these mines lie 99 percent of the 
product dug from the “dog holes,” cast aside in tailing 
piles, and later built upon by unknowing families. The 
Navajo Nation also experienced the largest spill of 
radioactive material in U.S. history when 1,100 tons of 
waste gushed through a dam into the Rio Puerco river 
in 1979. 


There is organized resistance growing from within 
affected communities. The five-tribe alliance at Ward 
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lead-acid batteries 
350 amp-hours at 24 VDC 


fuse Trace SW4024 
4 KW sine wave inverter 


(0) 
Shunt CIE ae @ 
Cruising Equipment Les _| @ 
E-Meter Two 20 amp (I) 
breakers 
Two 120 VAC 


duplex recepticles 


Valley has recently halted US Ecology’s plans to dump 
radioactive waste from nuclear reactors in the sacred 
Mojave desert by the Colorado River. 


Indigenous activists know that renewable energy use is 
also a supporting force in the struggle against these 
dangers. People are attracted to it because it creates 
clean, reliable energy by the people, for the people. It 
enhances tribal sovereignty and self-sufficiency. 
Supporters of solar energy also know it must be 
affordable and effective for it to gain enough ground to 
displace nuclear and fossil fuel energy. Indian people 
are experimenting with it and have had mixed success. 
One place where it is successful is at Zuni, where PV 
pumps water, and is cost effective compared to hauling 
two tons of water sixty miles (100 km) over rough 
roads. 


A valuable lesson taught by these gatherings of 
indigenous people is that knowledge is powerful. 
Access to information is the road to change. Without it, 
people make ignorant decisions and are more easily 
exploited. Without knowing the extreme health hazards 
of uranium, Navajo people have in the past built homes 
on tailing piles, their children playing in radioactive dust. 
The exchange of information here gives people the 
power to make responsible decisions, fight exploitation, 
and seek healing where damage has already been 
done. This way, we can fulfill the sacred duty of working 
for clean air, water, and soil, and a healthy circle of life. 


Access 
Author: Eva Little Pearl Blake * evablake@hotmail.com 


Indigenous Environmental Network, PO Box 485, 
Bemidji, MN 56619 * 877-436-2121 or 218-751-4967 
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Activism 


Fax: 218-751-0561 * ien@igc.apc.org 
www.alphacdc.com/ien 


Bob-O Schultze, Electron Connection, PO Box 203, 
Hornbrook, CA 96044 + 800-945-7587 

Fax: 530-475-3401 * econnect@snowcrest.net 
www.electronconnection.com 


Bill Battagin, Feather River Solar Electric, 5575 
Genessee Rd., Taylorsville, CA 95983 * 530-284-7849 
Fax: 530-284-6544 « frenergy@psin.com 
www.psin.com/frenergy 


Seventh Generation Fund, PO Box 4569, Arcata, CA 
95518 * 707-825-7640 « Fax: 707-825-7639 
office@7genfund.org * www.7genfund.org 


NativeSUN/Hopi Solar Electric Enterprise, PO Box 660, 
Kykotsmovi, AZ 86039 * 800-894-4731 or 
520-734-2553 * Fax: 520-734-2556 

hopisolar@aol.com 


Zuni Conservation Project, PO Box 339, Zuni, NM, 
87327 * 505-782-5852 * Fax: 505-782-2626 


The Ultimate 
Cooking Appliance! 


within the continenta 


bortable as a small suitcase! 


To Order Call: 1-800-338-1781 
Sunlight Energy Corporation 
4411 W. Echo Lane, Glendale, AZ 85302 


Ask us about our complete solar electric Y2K back-up systems 
featuring the NEW DEEP CYCLE ary cell lead acid batteries. 


Sum Ge Wine 
MaceyEasy! 


The EZ Wire 
System Center 
is the ONLY hybrid 


controller! 
(Accepts AC from the wind 
and DC from the sun) 


REGULATOR 
DIVERSION LOAD 


=e |" 


DIGITAL LED 
MONITOR 


BATTERY 
CHARGE 
CONTROL 


SELECT 12, 24, 32, 
OR 48 VOLTS 


BRAKE SWITCH & 
CIRCUIT BREAKERS 


MORE FEATURES than any other controller 


EZ WIRING 


or wiring center— ALL IN ONE BOX 


= COMPLETE MONITORING of batteries, wind output, 
solar output and DC load with optional remote display 


= SIGNIFICANTLY REDUCED WIRE COSTS with AC transmission 
= LIGHTNING PROTECTION with ground-based electronics 
The EZ Wire System Center is standard 
with every Whisper generator 


WORLD POWER 


T-E-C-H'N-O-L°0-G-L-E-S INC 
INDUSTRY LEADER SINCE 1978 
PHONE 218.722.1492 * FAX 218.722.0791 


e-mail: sales@worldpowertech. com * web: www.worldpowertech.com 
19 North Lake Avenue, Duluth, Minnesota 55802, USA 
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“When Hurricane Georges 
hit Puerto Rico, Two Seas’ 
mount saved our PV 
system from disaster.” 


- Capt. Denis Martinez, U.S. National Guard 


{98% shipped in 24 hours | 


Mounts that exceed toughest U.S. hurricane codes, * 
backed by our 20-Year warranty. 


Mounts, battery enclosures, and racks available in a wide selection of models to meet any requirement. 


Two Seas Metalworks 


Willits, CA 95490 USA a 
ae | 800-227-9523 “tTwo Seas -_ 


www.2seas.com 


*SBC-1606 (110 mph winds). Two Seas mounts rated for 125 mph winds. 


INTERMOUNTAIN 
SOLAR TECHNOLOGIES 


Our Services 
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#1,000's of Solar Modules & Inverters | 
eBP Solar's Fastest Growing Distributor 
nts Available 


“2 eComplete Turn K 
| Lowest Industry Price 

as —10288 South Joan Gateway Br. tO — 5. Jordan, LT 94095 i Da 
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Proud Partners with BP SOLAR 


* Rated aaiier atless than2O 
mparA 
* SSO vette Spice Bovey 


= va ee a 


* (Visi =ta WE ive 


= 32: ical | r : ce Offer sevsdesddeabeneeseeaseeet SET 
= q _— ous j " : 


~AWEe A OIVILAX 
ss CORPORATION 
Revolution in the W a= 
Exclusive 2 Distributor for Aeromag 7 anced 
ectanc| a a yf ok Ka ad al Sines 19352 


sszo East Lorna Lane, ‘Prescott Valley, AZ Bo3a14 
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amche Rachoties a 57 
\ | small Sherpal Fy : SO SN 
community ati11,500 OF are 
feet (3;500 m), in the shadow ee ia 
of Mount Everest. It has | 


always beenaitrading center ~~ _ lm 2 
at:tie crossroads of a huge” - ame ; 
expanse of mountain\ranges | , 7 4 
straddling the ancient Tibet- 


India route. 


Nowadays, Namche_ reaps 
enormous’ profits from the 
mountaineering and _ tourism 
industries of Nepal. Besides the 
usual trekkers’ lodges, Namche 
sports two European bakeries, a 
cybercafe, several pubs and pool 
halls, a disco and cinema, and pizza 
parlors complete with real pizza 
ovens which were helicoptered in. 


Namche Denial Clinic 

In 1994, a bit before these 
modernizations, Namche got a 
dental clinic. An unusual group from 
the UK called the Everest Marathon, 
which does a high altitude marathon 
around Everest every other year, decided they would 
sponsor a dental clinic in this crossroads community. 
They partnered with the American Himalayan 
Foundation, and established the Namche Dental Clinic. 


Two young adults from the community were sent 
abroad for two years of training in Canada, and a large 
building was constructed of stone and timbers. Dental 
chairs and a range of modern equipment were brought 
in from the U.S. This clinic now provides services such 
as fillings, extractions, and cleanings, as well as tooth 
brushing and flossing lessons to villagers from all over 
the region. Namche was the perfect choice of location, 
since it is the main market center in the highlands, and 
many people travel to town for the Saturday market. 
Saturday is the clinic’s busiest day. 


Cold Dentists 

The only thing the clinic lacked was 
relief from the bitter winter cold. It’s 
so cold, in fact, that the clinic is 
closed for the month of January 
each year, since no one would 
brave the weather to visit the clinic 
anyway. But during November and 
February, it’s cold enough that the 
dentists have trouble with their 
manual dexterity. 


The Everest Marathon decided to 
put some effort into upgrading 
several features of the clinic, to 
improve the solar absorption in 
general, and to install some form of 
heating system. The Everest 
Marathon paid for all equipment and 
in-country expenses, while the 
Jean-Pierre Michaud Fund of 
Geneva, Switzerland provided 
renumeration for the labor. 
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Porters on the long road to Namche. 


Diana Penny Sherpa, who is the head of the Everest 
Marathon, contacted me in Kathmandu about two years 
ago to talk about the possibilities. We decided that the 
first thing to do was vault and skylight the space from 
ceiling to roof, and double-pane the windows. This 
changed the ambience entirely, by allowing in much 
more sunlight and warmth. We also talked about solar 
hydronic heating of the inside operating rooms. A few 
months later, | was able to visit Namche to do a survey 
of the clinic’s situation. 


Dedication 

| flew into Shyangboche, an hour above Namche 
Bazaar, in a small four passenger Pilatus Porter. Four 
Japanese tourists sat in the back, and | was in the co- 


A Saturday market crowd at the crossroads of the Himalayas. 
Some travel from as far as Tibet to trade here. 
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The Namche Bazaar dental clinic, overlooking town. 
New skylights add natural light and solar gain. 


pilot seat. The weather was so dismal and dangerous 
that we nearly got lost. We only made it after the pilot 
ducked under a cloud bank so he could see up the thin 
valley to the tiny airstrip. Sadly, this veteran pilot, Ang 
Gyalzen Sherpa, died two hours later trying to repeat 
the flight with a load of cargo. He was from the village 
of Thame, just near Namche. | dedicate this project to 
him. 


Solar Gain 

When | saw the clinic, | realized that they had made 
great strides in the last year. They moved the operating 
rooms from the cold and damp downstairs to the 
beautifully vaulted and varnished upstairs. It changed 


The dental team: Mingma, Doka, and Tek (in the chair). 
Warm rooms make the fingers work better. 
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their requirements for supplemental 
heat entirely. | decided against a 
solar-based heating system for 
several reasons. 


The much-improved solar gain of the 
building due to vaulting and double- 
paning was already sufficient to 
provide adequate heat except during 
the coldest or rainiest winter 
weather. And during such weather, a 
solar-based system would provide 
nothing. Since Namche has a very 
good electrical supply from the 
Austrian-sponsored 600 KW hydro- 
electric turbines nearby at Thami, 
there was another option. 


Hydro-Powered Hydronics 

| chose to use the available hydroelectricity to run a 
hydronic system that would provide a high efficiency 
heat transfer. (Falling water is driven through the 
hydrologic cycle by the energy of the sun, so 
hydroelectricity is renewable—a secondary form of 
solar energy.) 


Hydronics basically means heating a fluid and then 
pumping it to the areas where it is needed. The fluid 
dumps its heat into the rooms via radiators. The 
traditional method of heating in this region is to place 
embers from the hearth into a metal brazier, which is 
then put into a specific room. The clinic needed a 
moderate amount of radiant heat in 
all of its rooms, which could be 
based on the renewable energy of 
hydro. It would be controlled by 
thermostat, so that they only used 
enough energy to keep the 
operating rooms at about 68°F 
(20°C) in winter. And it had to be 
automatic, maintenance-free, and 
user-friendly. 


| designed a hydronic circulating 
system that uses a standard 220 
volt, 1,500 watt water heater 
element and a Taco circulating 
pump. It moves 9 liters (2.4 gal) of 
antifreeze through 80 feet (24 m) of 
3/4 inch (19 mm) copper tubing 
which is flush-mounted to the 
baseboards of every room. The 
copper tubing is soldered into four 4 
foot (1.2 m) baseboard radiators so 
that the hot antifreeze moves 
through the building in a continuous 
loop. 


= 


Antifreeze was necessary because the clinic closes 
during the month of January, when it is bitterly cold. 
Since the heating system would not be used during this 
time, plain water would freeze and burst the pipes. 


Thermostatic Control 

There are two thermostats. One is mounted on the wall 
of the main operating room, and controls the ambient 
temperature in the building. The other is a snap-disc, 
wrapped with fiberglass insulation on the outside of the 
brass T-junction that holds the heating element. A snap- 
disc is a small diaphragm thermostat which is intended 
to be surface mounted at a heat source. In this instance 
it is used at the heating element to prevent burn-out, 
and to keep the antifreeze from ever boiling. 


Besides being noisy, boiling would wreck a closed 
system with a small expansion tank by creating high 
pressure. Although the 2 gallon (7.6 |) expansion tank is 
intended to absorb the increase in both pressure and 
volume of the fluid as it becomes hot, there is a limit to 
its ability to do this. Even a small stress leak would be 
ruinous. 


This small hydronic system is intended to pump a 
moderate amount of heat around the building, and to do 
so continuously. The thermostats ensure that the 
system cycles on and off until the building reaches 


The hydronic system sends hot water to baseboard 
radiators throughout the clinic. 
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Hydronic Heat 


A Sherpa carpenter builds the corner cabinet to house 
the hydronic system. System parts are in the foreground. 


temperature, and then holds it there. Any solar gain 
through the skylight during the day augments the total 
heat requirement. 


There must be a relative balance between the size of 
the building (800 square feet (75 m2?) in this case), and 
the minimum wattage needed to bring the building to a 
reasonable ambient temperature. The 1,500 watt 
heating element was chosen so that the current draw- 
down would not interfere with the operation of the 
dental equipment and lighting, while also being 
adequate to maintain the building at a very comfortable 
level once the ambient temperature is reached. 


| assembled this small system from standard brass pipe 
fittings from a local hardware store in Oregon. | also 
shipped the 80 feet (24 m) of Type M 3/4 inch (19 mm) 
copper tubing and assorted couplings. Three porters 
walked for eight days to deliver this equipment to the 
Clinic. Air freight is rather expensive in this part of the 
world. 


Installation 

| was able to return to the clinic in June of 1999 to begin 
the work. The installation was a bit tricky since the 
copper tubing had to be sweat-soldered in place. The 
tiniest leak would have caused me to take much of the 
tubing apart, and wouldn’t be seen until the system was 
filled with antifreeze. | took meticulous care with my 
soldering, and was relieved to get it right the first time. 
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Hydronic Heat 


Author Dennis Ramsey with plumbing in progress. 


We had a Sherpa carpenter with us for a day who made 
a corner cabinet to enclose the pump/heater. | 
varnished it the next day to blend with the paneling. 


After six days of work, | was able to fill the system with 
antifreeze, burp out the air, and let the heater operate 
for a few hours. The slow and gentle heat rising from 
the radiators warms the whole upstairs of the clinic. 


Welcome Warmth 
| spoke with Mingma, one of the dentists at the clinic, by 
phone from Kathmandu in mid-November, 1999. The 


Hydronic System Costs 


Item Cost (US$) 
Motor transport 486.00 
Assorted tools and supplies 243.75 
Taco pump 183.39 
Porterage 150.00 
Four hydronic radiators (4 foot; 1.2 m) 142.18 
Food and lodging 130.00 
Copper tubing 82.95 
Thermostats 76.83 
Brass pipe fittings 70.00 
2 gallon (7.6 |) expansion tank 38.90 
Heating elements 30.00 


Total | $1,634.00 


Clinic also has its own phone now. He informed me that 
they had been using the system for about three weeks, 
and that the building is very comfortable. The dentists 
can now work without fighting the cold in their shoulders 
and arms, and the patients who walk for miles through 
the cold to reach the clinic are relieved of their pains by 
resting in the only fully heated building in Namche 
Bazaar. 


| feel confident that the system will last quite a few 
years. All of the components are rated for this use, all of 
the tubing is protected from strain and abuse, and the 
heating element is thermostatically protected from burn- 
out. | also provided a kit of spare parts such as 
replacement heating elements (with wrench), a spare 
cartridge insert for the Taco pump, and spare snap-disc 
thermostats. 


The loop containing the heater and pump is designed 
so that the heating element can be changed with the 
system full of antifreeze, so there is no spillage. Should 
the pump need maintenance, the cartridge can be 
changed with minimal loss of fluid. The loop is refilled 
through the nipple under the expansion tank. 


High Hydronics 

The Namche Dental Clinic at 11,500 feet (3,500 m) is 
probably not the world’s highest dental clinic, since both 
Lima, Peru and Lhasa, Tibet are at higher elevations, 
and they certainly must have dental clinics. But this 
may be the world’s highest hydronic heating system, or 
at least the highest one in a dental clinic. 


Cheers from Nepal! 


Access 

Author: Dennis Ramsey, Renewable Energy 
Development International (REDI), 1135 West 5th Ave., 
Eugene, OR 97402 * 541-345-1135 * yesmar@efn.org 


Namche Dental Clinic, c/o Kunde Hospital, Himalayan 
Trust, PO Box 224, Kathmandu, Nepal * 977-38-40058 
kunde@vishnu.ccst.com.np 


Everest Marathon Fund, 3 Elim Grove, Windermere 
LA23 2UN, Great Britain * ++ 44 1539 445 445 

Fax: ++ 44 1539 447 753 + bufo@btinternet.com 
www.btinternet.com/~BufoVenturesLtd = 


Wood Fired 4 
Water Heaters [1 


ue 


For Homes, Cabins, Camps, Remotes, 
Solar Booster, Hot Tubs, Pools, Greenhouses! 
USA Mades3 Models 10 Yr. Warranty 


Hot Products,Ince Dept. HMP*300 Broadway*Eureka,CA 95501 
Tel: (707) 444-1311 *Fax (707) 444-1380-www._hotpro.com 
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New bi cement — < ‘B ERGEY xX LL. all 
nm ~~ 4000 Watt Home Wind Turbine 


Features 24 VDC 
® 5-Year Warranty (Industry's Longest) Battery Charging 


® Maintenance Free Design 

® Excellent Low Wind Performance 

® Nearly Silent Operation 

® Three High-Strength PowerFlex 
Fiberglass Blades, SH 3045 Airfoil* 

® Neodymium Super-Magnet Alternator 

® AutoFurl “No Worry” Storm Protection 

® Fail-Safe Design, No Dump Load 
Required for Structural Safety 

® PowerCenter Multi-function Controller 

® OptiCharge Regulation for Extended 
Battery Life 

® Easy Installation with BWC Tilt-up 
Towers 


Available 


*Patent Pending March, 2000 
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The all new Bergey XL.1 is the most technically 


advanced small wind turbine ever. It combines $1 49 5 
y) 


excellent low wind performance and the 


legendary Bergey ruggedness, at costs well BERGEY « DIRECT 


below the lightweights. It comes from the 


world’s leading supplier of small wind turbines eS SERS sean 
and is backed by the longest warranty in the Or, Call Toll Free: 
business. The XL.1 delivers on value. 1-888-669-6178 

PowerCenter Controller 
Compare features, performance, price, Complete AC “Plug * 60A Wind Regulator 
reputation, and warranties. The new Bergey & Play” Systems a eee 
XL.1 is the clear choice for your home energy from $2,995 + 24 VDC DC Bus 
system. : * Battery Status LEDs 


Typical Performance: 5.2 kWh DC per day 


4 Times More Energy Than the Air 403' 1.5 Times More Energy Than the Whisper 900? 


1—Air is a registered trademark of Southwest Windpower, Inc. 11.2 mph (5 m/s) Average Wind Speed at Hub Height, Rayliegh Distribution. 
2—Whisper is a registered trademark of World Power Technologies, Inc. Based on manufacturer's published power curves. 
ca 


2001 PRIESTLEY AVE. 
NORMAN, OK 73069 
T: 405-364-4212 


F: 405-364-2078 
BEIRGEY 1 SALES@BERGEY.COM 
WINDPOWER SIMPLICITY*RELIABILITY* PERFORMANCE WWW.BERGEY.COM 


© 1999 Bergey Windpower 
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GUERRILLA SOLAR: 

the unauthorized placement 
of renewable energy 

on a utility grid. 


PROFILE: 0008 


DATE: December, 1999 

Location: Somewhere in the USA 
Installer Name: Classified 
Owner Name: Yeah, right! 
Intertied Utility: Classified 
System Size: 130 watts of PV 
Percent of Annual Load: 3% 
Time in Service: 3 months 


We’ve always been into energy conservation. We run 
compact fluorescent lighting, and turn lights off 
when we leave the room. We’ve eliminated most of our 
home’s phantom loads. We dry our clothes on a clothesline, 
and we’re slowly replacing our older appliances with newer, more efficient ones. 


Three months ago, we took the next step and got involved in what we like to think of as active 
conservation. By using PV to produce clean electricity, we offset part of the polluting, coal- 
fired electricity our reckless, profit—blinded utility sells us. 


We purchased and installed a Trace MicroSine inverter and a used 130 watt Sanyo PV. The entire 
system cost less than a thousand bucks. We installed the MicroSine inside the building rather 
than on the back of the module, to keep the inverter at a lower operating temperature. The 
length of the DC wiring between the PV and the inverter is only 48 inches, so voltage drop 
isn’t a problem. 


To check out the performance of the system, we did a little plug-and-play with a Brand 
Electronics watt-hour meter (originally purchased to evaluate our household appliances). On a 
sunny day, the system produces about 500 watt—-hours of clean electricity--enough to offset our 
daily lighting load. 

Why guerrilla? Three reasons. Technically we live in a net metering state. But local RE system 
owners who have attempted to get utility approval to intertie their systems have been held up 
by red tape for years. This, by the way, didn’t stop any of them from pressing the sell button 
on their inverters. Technically we also live in a democracy. By going guerrilla, we’re casting 
our vote for a sane energy future. And there’s no way the utility can lock this ballot box. 


The last reason we went guerrilla has to do with our site. The best solar location is on the 
roof of an outbuilding several hundred feet from the utility meter. To intertie our MicroSine 
system, all we had to do is plug the inverter into an AC receptacle inside the building. To 
meet the standards the utility dreamed up, a separate, lockable disconnect would need to be 
installed between our MicroSine inverter and the meter. To do this, we’d have to purchase the 
disconnect and 300 feet of wire and conduit, and dig a 300 foot trench. By the time it was 
done, this would add at least 50 percent to the cost of the system. All this for a 100 watt 
inverter that’s UL listed to be safe, just like the toaster in our kitchen? Gimme a break. 


If the utilities were smart, they’d be pushing RE instead of making it tough for us to install 
it. They could install dedicated meters on customers’ RE systems. As an incentive, the utility 
would pay customers more than the retail rate for privately produced green electricity. Then 
they could sell this power at a premium retail rate through their optional green power billing 
programs. That way, everybody would win. Most of the green pricing programs are selling KWHs 
like hotcakes. This represents huge earning potential for the utilities, and less pollution for 
the rest of us. 


In the meantime, while we all wait around for the utilities to get their act together, we’1l be 


putting green electricity on the grid anyway. For us, this system is just the beginning. You 
never know what goes on out behind the barn... 
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ee BP Solar 
a 


/ SouthWest 
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Trace Engineering 


Things © 
That Work 


Tested OO Tested by Home Power 


Exeltech’s 
XP1100 
Inverter 


Tested by Richard Perez 
and Joe Schwartz 


©2000 Richard Perez 


he XP1100 is an inexpensive, 

1,100 watt inverter that produces 

super-pure sine wave power. It’s 
reliable, easy to install, and very simple 
to operate. With a list price of only 
US$748 for the 12 VDC model and 
US$820 for the 24 VDC model, the 
XP1100 is a real bargain. 


The XP1100 is a no-frills inverter. It is designed to do 
one job and one job only—convert DC power into clean 
120 VAC, 60 Hz power. This inverter has no battery 
charger and no sleep circuit, and it will not intertie with 
the local utility. It is designed for stand-alone RE 
systems, and when it comes to doing this one job, the 
Exeltech is superb. 


Shipping Information and Documentation 
Exeltech’s XP1100 inverter arrived here in March of 
1998 via United Parcel Service. Since it’s a tiny thing, 
it’s no wonder that it arrived in fine shape and 
undamaged. 


The documentation provided with this 
inverter is very rudimentary. But the 
inverter is so easy to install and operate 
that more extensive documentation would 
be a waste of paper. 


The XP1100 

This inverter is very small in relation to its 
1,100 watt output capacity. It is 7.7 inches 
wide, by 3.6 inches high, by 13.8 inches deep 
(19.6 x 9.1 x 35 cm). This is roughly the size of half a 
loaf of bread cut lengthwise. It weighs a mere 10 
pounds (4.5 kg). 


The XP1100 comes with two 120 VAC receptacles and 
an on/off switch on the front. The back of the inverter 
has a removable cover which allows access for wiring 
the DC cables to the inverter. The XP1100 is conduit 
ready, and will accept #00 (67 mm?) wire or smaller on 
its battery input connectors. There is also access to the 
120 VAC output on a barrier strip in the rear of the 
inverter. The 120 VAC output can be hardwired rather 
than using the NEMA-15 plugs on the inverter’s front. 


One drawback of this unit is the limited number and 
size of conduit knockouts. Also, the battery input 
terminals on the inverter are very close to one another. 
You have to be careful not to short the positive and 
negative battery cables during installation. 


Installing the XP1100 

In April of 1998, we installed the XP1100 in Home 
Power's main 12 VDC system. This system is serviced 
by a 1,640 ampere-hour lead-acid battery, about 3 KW 
of PVs, and a 1 KW wind generator. We wired the 
XP1100 to the Ananda power center using #00 (67 
mm?) welding cable. These cables are short, each only 
about 24 inches (60 cm) long. Overcurrent protection is 
supplied by a Class T fuse built into the Ananda. 


The XP1100 is easy to install. Just wire it to the battery, 
plug in to the 120 VAC receptacles in the front, and 
switch it on. There is nothing to program. Compared to 
struggling with the complex setup procedures on other 
inverters, this Exeltech was a breeze to install. 


Operating the XP1100 is as simple as it gets. There is 
only one control—an on/off switch. The inverter will 
automatically protect itself against electrical overload, 
over temperature, and input 
DC voltage which is 
either too high or 
too low. 


On 


the 12 
VDC model, 
high voltage 


cutout is at 16.5 
VDC, making this inverter 
equally at home in lead-acid 
and alkaline battery systems. Low 
voltage disconnect is at 10.5 VDC. 
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Exeltech XP1100 Inverter Test — 9 December 1999 


Things that Work! 


Input Data Output Data 
12 VDC 120 VAC 
Battery Amps Watts Vop Vrms 

Volts In In Out Out 
12.63 0.8 10.1 167.6 119.2 
12.57 2.5 31.2 167.6 119.2 
12.56 3.9 48.5 167.6 119.2 
12.59 5.4 68.3 167.6 119.2 
12.59 8.4 105.4 167.6 119.2 
12.56 10.1 127.1 167.6 119.1 
12.48 12.3 153.9 167.6 119.1 
12.51 14.4 179.5 167.6 119.1 
12.44 21.3 265.5 167.6 119.1 
12.38 26.2 324.6 167.2 119.0 
12.36 30.7 379.8 167.2 119.0 
12.26 40.1 491.8 167.2 118.9 
12.30 45.5 560.1 167.2 118.8 
12.10 58.4 706.9 166.8 118.7 
12.10 71.9 870.5 169.2 120.5 
11.97 86.7 1037.4 168.8 120.2 
11.96 95.8 1145.4 168.0 119.8 
11.88 112.1 1331.2 168.0 119.8 

Nonresistive Loads 
12.83 8.6 111.0 167.6 119.1 
12.12 91.6 1110.6 166.4 118.6 


Amps Watts Efficiency | Power THD 
Out Out % Factor % 

0.00 0 

0.13 15 50% 1.00 0.3% 
0.24 29 59% 1.00 0.3% 
0.39 46 68% 1.00 0.3% 
0.66 79 75% 1.00 0.3% 
0.81 96 76% 1.00 0.3% 
1.03 123 80% 1.00 0.3% 
1.23 146 82% 1.00 0.3% 
1.88 224 84% 1.00 0.3% 
2.33 277 85% 1.00 0.3% 
2.74 326 86% 1.00 0.3% 
3.60 428 87% 1.00 0.3% 
4.07 484 86% 1.00 0.3% 
5.13 609 86% 1.00 0.3% 
6.06 730 84% 1.00 0.3% 
7.13 857 83% 1.00 0.3% 
7.99 957 84% 1.00 0.3% 
8.88 1064 80% 1.00 0.3% 
0.80 95 86% 0.87 0.3% 
8.08 958 86% 0.94 0.3% 


XP1100 Performance 

We used the Exeltech XP1100 to power a variety of 
office and household loads—computer systems, TVs, 
stereos, telephones, faxes, compact fluorescent 
lighting, and some small motors in our solar DHW 
system. All the telecommunication equipment operates 
24 hours a day, and we really appreciate the Exeltech’s 
constant flow of clean power for these loads. 


The XP1100 has remained on from April of 1998 to this 
day. It has been constantly producing power with nary a 
hiccup! All the loads powered by the Exeltech have 
operated flawlessly. There is no annoying buzz on the 
stereos and telephones, and no noise stripes on any of 
the video displays. In terms of audio noise, the XP1100 
is silent to the human ear. The only time it makes any 
noise at all is when it is heavily loaded and the 
thermostatically-controlled cooling fan operates. 
Temperatures in our power room varied from 42 to 94°F 
(6-34°C). 


After 18 months of flawless operation, Joe Schwartz 
and | decided it was time to measure the electrical 
performance of the XP1100 using our test instruments. 


We used three Fluke 87 DMMs to measure DC input 
voltage, DC input current via a 500 ampere, 50 mV 
shunt, and both RMS and peak voltage of the 120 VAC 
output. We used a Fluke 43 Power Quality Analyzer to 
measure the XP1100’s output current, total harmonic 
distortion (THD), and the power factor of the loads. 


The table shows the data we took during this test. We 
measured the no load power consumption of the 
XP1100 at 10.1 watts. We ran a variety of resistive 
loads over the inverter’s operating range of 0 to 1,064 
watts. The RMS output voltage was rock solid at an 
average of 119.3 VAC RMS, with a standard deviation 
of 0.5 VAC RMS during the entire test. 


Peak voltage was right on spec, and averaged 167.7 
VAC peak. Standard deviation was 0.6 VAC peak 
during the entire test. This type of exact voltage 
regulation is what we have come to expect from 
Exeltech inverters, and their model XP1100 is no 
exception. During the test, inverter efficiency was 50 
percent when powering a 15 watt load, 87 percent on a 
428 watt load, and 80 percent on a 1,064 watt load. 


Home Power #75 « February / March 2000 


7/ 


Things that Work! 


The real news in the data table is the total harmonic 
distortion (THD). Since the Fluke 43 Power Quality 
Analyzer is a new instrument to us, this XP1100 was 
the very first inverter we were able to make THD 
measurements on. THD was 0.3 percent during the 
entire test, and it never varied. These measurements 
tell us that the Exeltech makes power of the highest 
quality. 


To give you an idea of how pure this power is, consider 
this: A utility feels that if it is delivering power with less 
than 5 percent THD, it’s doing a very good job. The 
XP1100 produces power that is over ten times purer 
than any utility can deliver to your wall socket! This 
means reliable and consistent performance from 
appliances powered by this inverter. Low quality power 
has more than 5 percent THD and can cause your 
appliances, especially computer and electronic 
equipment, to operate erratically and to have a shorter 
life span. 


We usually do inverter testing only on resistive loads 
because it yields data with higher accuracy for 
efficiency computation. Just for fun, we decided to take 
some data when the Exeltech was powering some 
nonresistive loads. First we powered up three compact 
fluorescent lamps and Karen’s G3 PowerBook 
computer. The power factor of these loads was 0.87 
and the XP1100 still had only 0.3 percent THD. Next we 
powered up our ancient Sharp microwave oven (958 
watts) with a power factor of 0.94; the THD remained a 
miniscule 0.3 percent. This is truly amazing inverter 
performance. 


Applications 

This inverter is ideally suited for use in off-grid systems 
from homes to recreational vehicles. Its low price 
makes it an excellent choice for large systems that 


NO 


HASSLE WIND POWER 


Rugged 18" blade Ampair 100 produces 

up to 100 Watts continuously, 24 Hours 

per day, at wind speeds from 

6% 8 to 100+ mph. No brakes or 
: a furling needed...guaranteed at 
any windspeed! Veteran of 3 years 
continuous Antarctic service. 

Roof mount is OK; pole mount 

is better. Put it up, hook it 

up to the batteries and forget it! 


already have a mod sine inverter and require higher 
power quality to energize computers, TVs, and stereos. 
The XP1100’s superior power quality and reliability 
make it a good choice for critical communications 
equipment that operates 24 hours a day. 


Pure & Reliable 

| have two basic criteria for ranking inverters—power 
quality and power reliability. If an inverter cannot rate 
high on those two criteria, it has no place in my system. 
In our testing, the XP1100 had top scores on both 
counts, with 0.3 percent THD and 18 months of 
continuous operation without a single outage or 
problem. Our previous Exeltech Si1000 ran for six 
years without shutting down once. The only reason we 
took it off the wall was to install its newer brother, the 
XP1100. 


The Exeltech XP1100 is an outstanding inverter which 
is sure to satisfy any system’s demand for high quality 
and reliable power. Home Power’s computers are 
spoiled; | will not feed them anything less than the finest 
power. The fact that the XP1100 costs less than similar- 
sized modified sine wave inverters is just icing on the 
cake... 


Access 

Author: Richard Perez, Home Power, PO Box 520, 
Ashland, OR 97520 « 530-475-3179 

Fax: 530-475-0836 « richard.perez@homepower.com 
www.homepower.com 


Inverter Manufacturer: Exeltech, 2225 East Loop 820 
North, Fort Worth, TX 76118 * 800-886-4683 or 
817-595-4969 « Fax: 817-595-1290 
info@exeltech.com * www.exeltech.com ne 


NO-HASSLE WATER POWER 


If you have a reasonably fast running stream or tide 
nearby and 12” of water clear, Aquair UW Submersible 
Generator can produce 60 to 100 Waits continuously, up 
to 2.4 KWH per day. NO TURBINES, NO 

DAMS, NO PIPES! Water speed 5 

mph (brisk walk) = 60W. 8 mph 

(slow jog) = 100W. Timber, rock, or 

natural venturi increases output. 


12 or 24 VDC 


Jack Rabbit Energy Systems 


425 Fairfield Ave., Stamford, CT 06902 
(203) 961-8133 - FAX (203) 961-0382 
e-mail: jackrabbitenergy@worldnet.att.net 
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DELIVERED SOLUTIONS 
four color on negatives 


7.125 wide 
4.5 high 


Think Outside the Box! 
Charge batteries faster & with half the fuel 
with 
the 12, 24, or now 48 volt D.C. generator 


The Book on 


2 Solar 
1 Cookers 


Back by Popular 
ae Demand 


mma A second edition, 
= fully updated 
and revised. 


Includes: 
A history as well as a who’s who in the 
solar-cooking movement 
Guidelines for designing your own cooker 
Plans for building the SunStar cooker 
with salvaged and inexpensive materials 
¢ Tips and tricks for cooking with the sun 
With 200 Photographs & Diagrams 
S75 Call Home Power Publishing _ 
Outside USA add 800-707-6585 =. 


$5 for air shipping Outside USA 541-512-0201 
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‘WOOD FIRED HOT TUBBING 


For over 20 years peonle have anioyed Shovial Stove 
Company's affordable easy to maintain woodtired hot tubs 
You too can experience... 

*Beautiful hand-crafted cedar hot tubs 
«Unique wood-burning hot tub heater 
#A truly relaxing way to hot tub 


Discover Snorkel 
wood-fired hot tubbing 


te snorkel hot tubs | 
al wees @. ae : Hordabl: & Enjoyabl 


for FREE difemaion Gal or veal our Wt aie 


' Snorkel Stove Company Wood Fired Hol Tube Dept. HPode 7 
800-962-6208 WWW. snorkel. com A216 dth peli 5, seat, WA 98108 


(text & graphics) 


In Adobe Acrobat PDF® format: Color « Fully Indexed 
Searchable ¢ Exportable ¢ Printable 


HP61 - HP70 
(Oct. '97 - May. ’99) 


a — over 1200 pages of Home Power doin Boer 


sh #43- #60 [ PO Box 520 
\3 Solar3 Ashland, OR 97520 
HP43 - HP6O 


’ : Phone: 541-512-0201 
(Oct. '94 - Sept. °97) Web: www.homepower.com 
over 2000 pages of Home Power 


HP1 - HP42 
(Nov. ’87 - Sept. 94) Postage Paid 
over 3900 pages of Home Power (International orders add $3) 


ome Powel 


For credit card orders call Home Power at 800-707-6585 
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“The man who on his trade relies 


7 Home Power's 


Must either bust or advertise.” 
Sir Thomas Lipton — 1870 


Display Advertising 
Advertising Rates per Consecutive Insertion 


Single Three Six Ad Area 
Insertion | Insertions | Insertions | sq. in. 

Full Page $1,500 | $1,350 | $1,275 64.1 
Half Page $840 $756 $714 32.1 
Third Page $600 $540 $510 21.4 
Quarter Page $471 $424 $401 16.0 
Sixth Page $334 $300 $284 10.7 
Eighth Page $268 $241 $227 8.0 
Twelfth Page $188 $169 $159 5.3 


Four process color (CMYk) in any sized 
advertisement is a flat rate of $185 per insertion. 
For inserts, and current subscriber/circulation 
demographics, please call us. 


Home Power is published bi-monthly. The ad 
deadline for the Apr / May 00 issue (HP76) is 
15 Feb 2000. Call 530-475-3179 for further details. 


International Home Power Subscriptions 


Due to the high cost of international mailing, we 
charge more for Home Power international 
subscriptions. 


1 YEAR (6 issues) INTERNATIONAL RATES: 
All payments in U.S. currency ONLY! 


Canada: Air— $36 Surface — $30 
Mexico: Air — $38 Surface — $30 
Western Hemisphere: Air—$40 Surface — $30 
Europe: Air— $53 Surface — $30 
Asia and Africa: Air— $64 Surface — $30 
Pacific Rim: Air— $64 Surface — $30 


Surface shipment may take up to three months. All 
international issues are shipped in mailing 
envelopes. International subs are best paid for by 
either VISA, MasterCard, or funds from a U.S. bank. 


Call: 541-512-0201 
Fax: 541-512-0343 


International orders: 


MicroAds 


MicroAd rates are 10¢ per character. Characters 
include letters, numbers, spaces, and punctuation 
marks. $15 minimum per MicroAd insertion. Send a 
check with your ad. We do not bill MicroAds. 


Home Power magazine for Resale 


Quantities of Home Power magazine are available 
for resale by distributors, newsstands, bookstores, 
energy businesses, and others. Please call, email, or 
write for rates and shipment specifics. 


Back Issues of Home Power magazine 


Back issues through #20 are $3.25 each ($4.25 
each outside USA) while they last. Sorry, no more 
issues #1-12, 14, 15, 16, 25, 35, 36, 38, 40, 41, 
59-61, 63-65, & 67. Back issues of #21—45 are 
$4.75 each ($6 each outside USA). Back issues 
#46—current are $5.75 each ($7.25 outside USA). 
Back issues are shipped First Class mail. See the ad 
index for current Home Power back issue specials. 
Issues #1—42, 43-60, & 61-70 on CD-ROM for $29 
each (US$32 outside USA) Win/Mac/Unix. 


First Class Home Power Subscription 


Get 6 issues of Home Power magazine via First 
Class U.S. Domestic Mail for $36. Many of you have 
asked for faster delivery, so here it is: First Class 
Home Power. All First Class issues shipped in an 
envelope. We start your subscription immediately 
with the current issue. 


Second Class Home Power Subscription 


Get 6 issues of Home Power via Second Class U.S. 
Domestic Mail for $22.50. Second Class can be 
forwarded for one issue (2 months), so let us know 
immediately if you move! We start your sub with the 
next scheduled issue, so please allow ten weeks for 
your first copy to arrive. 


ACCESS ‘™ Home Power, PO Box 520, Ashland, OR 97520 USA 


800-707-6585 or 541-512-0201 Subscriptions and Back Issues 


530-475-3179 Advertising and Editorial - www.homepower.com 
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SUNRISE" SLOWPUMP=*FLOWLIGHT BOOSTER PUMP*SOLARFORCE SOLARAM=SOLAR CENTRIFUGAL 


= 


(FILL IN THE BLANK) 


Running an inefichent water pump is like Throwang 
money down the drain, Gankoll pumps reduce your 
Power CONSUMPptON, saving you money from the day 
you Buy your system, Ask your dealer for details or call 
us fol free at BBR-S96-6611, You tan also visit us on 
the Web at www demnkolfsodar.caom or camall us at 
pumpotdankotfsotar,com, 


| The answer's so simple. Get a Dankoff pump. 


"SOLARFORCE ®SOLARAM*!SOLAR CENTRIFUGAL 
8dWMd HILSOOs LHOIMO 1 dWNds OTS SSNS 


TRONS ors Ae HOS HOSTS ede HSLSOO8 LHS] Ane OTS | SINS 


“HANZI” Chinese Diesel... 


Generator-Set $2,795 
Water Cooled ¢ Electric Start 
Turn Key Complete ¢ Industrial Quality * 3 Hours per Gallon Fuel 
Free Tool & Overhaul Kit ¢ 230/115 Volt, 60 Hz, Single Phase 
Guaranteed Parts Available * Immediate Delivery 
Runs Home, Small Farm, Shops ¢ One Year Warranty 


10KW 


Computer Controlled 
Automatic Start / Stop 


$4,600 


20, 24, 30, 40, 
& 50 KW to 700 KW 
Diesel Generators are available upon request 15KW 


Call Now to Place Your Order, or For More Information $4,950 


Newinli International, Inc. 
13445 Yorba Ave., Chino, CA 91710 
Toll Free: 1-877-NEWINLI (1-877-639-4654) 
Phone: (909) 364-0667 * Fax: (909) 364-0856 
Web: www.dieselpowerequipment.com * Email: Newinli@aol.com 


Distributors Wanted 
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POWER LEVELS FROM 1KW TO 6OKW 
OUTPUT VOLTAGES OF 100,120,230 
INPUT VOLTAGES OF 12 TO 108 RZ 
20+ YEARS MTBF 

EXPANDABLE 

MODULAR 

REMOTE CAPABLE 

"HOT" SWAPABLE 


a ay 
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Things 
Work 


Tested by Home Power 


Tested by Richard Perez 


his big red Surrette battery is a 

great choice for energy storage in 

almost any renewable energy 
system. Its large size reduces battery 
interconnections. Its case-in-a-case 
design reduces battery top cleaning, 
and increases system safety. The high 
quality of materials and workmanship 
make it an excellent long-term battery 
investment. 


The Surrette 6-CS-25PS 

This is a huge brute of a battery. It is 22 
inches long, 11 inches wide, and 18 inches 
high (56 x 28 x 46 cm). This is a six volt 
battery, and contains three series- 
connected lead-acid cells. The battery 
weighs 256 pounds (116 kg) dry, and 318 
pounds (144 kg) wet. Each cell contains 
almost 2 gallons (7.6 |) of sulfuric acid 
electrolyte, while the whole battery contains 
about 5.8 gallons (22 |). 


With a 1.280 specific gravity sulfuric acid * 
electrolyte, this battery has a capacity of AY 
820 ampere-hours at the C/20 rate, and 
1,025 ampere-hours at the C/100 rate. Most 
PV systems have an average discharge rate 
of around C/100. 


The Surrette 6-CS-25PS uses a case-in-a- 

case design. In addition to the outer case, 

each cell each has its own individual case made 

out of polypropylene plastic. Each cell contains 25 
plates, and each plate has a whopping 0.265 inch 
(6.73 mm) thickness. Each cell has an electrolyte 


©2000 Richard Perez 


reserve of 3.6 inches (91 cm) above the plates. The 
three individually-cased cells are placed into the outer 
case, which is made of high density polyethylene 
plastic. 


The interior cells each have distinct terminals which are 
bolted together within the exterior case to form the 
series string. Only two terminals are exposed on the 
outside of the outer case—the major negative and 
major positive of the interior six volt series string. On 
top of the red outer case, each cell has its vent/filler 
hole with cap. 


The manufacturer’s suggested retail price of a 6-CS- 
25PS battery is US$1,358.27. The battery comes with a 
ten-year warranty against defects in material and 
workmanship. These batteries are specifically designed 
to operate in renewable energy systems. 


Surrettes are a “Rolls-Royce” battery. They are 
handcrafted by a small battery company now in its third 
generation of family management. There are no 
compromises made in quality or workmanship. This 
makes them more expensive than other batteries, and 
best suited for larger, more affluent systems operated 
by experienced battery users. Due to their long life, | 
expect them to only be slightly more expensive, in the 
long run, than the less expensive batteries generally 


used in RE systems. 


~~. 
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The Test System 

We installed two Surrette 6-CS-25PS batteries on the 
main system at Home Power in March of 1997. After six 
months of operating this battery, we installed two more 
of the batteries, for a total capacity of 1,640 ampere- 
hours at 12 VDC. At the time, the main system was 
charged by about 2,200 watts of PV modules (about 
155 amperes at 14 VDC), a 1,000 watt wind generator, 
and a 6.5 KW backup generator. System 
instrumentation is extensive and includes computerized 
analog to digital data acquisition, an E-Meter, a 
TriMetric, and an Amp-hour +2 meter. 


This system cycles between 10 and 13 KWH daily. The 
major load on the system is the office, which consumes 
over 75 percent of the energy. Since the office is 
normally used during daylight hours, we are able to get 
by on what is generally considered to be an undersized 
battery for a system of this size. Nighttime loads usually 
consume under 2.5 KWH from the battery, so the 
Surrettes are only cycled about 11 percent of their rated 
capacity nightly, on average. Most of the energy our 
system produces is used during the day, as it is 
produced by the PVs. 


Installation 

I’m not going to say that these huge cells are easy to 
move. Joe Schwartz and Ben Root did the lugging, and 
it was tough. When we installed the cells, they were dry, 
so each battery weighed in at 256 pounds (116 kg). 
Fortunately there are handles molded into the exterior 
red case. Without the handles, these cells would have 
been almost impossible to move. 


In our case, dry cells were easier to handle than wet. 
When one of the cells got knocked over while bouncing 
up the rough road to our place in the back of Ben’s van, 
there was no mess. The shipping cost is significantly 
less with dry batteries too. When the manufacturer 
ships these batteries dry, electrolyte is not included. 
Once the batteries were in place, we added the sulfuric 
acid electrolyte, which we obtained from the local 
battery store (they wondered why we wanted so much 
of it...). 


Wiring the Surrettes into a battery was super simple 
because the cells are so large. Very few series and 
parallel interconnects were needed. The terminals on 
top of the battery are massive—it was easy to bolt on 
the #4/0 (107 mmZ2) interconnect and inverter cables. 
From the battery, we used #4/0 cables to bus the 
Surrettes into the copper bus bar that encircles the 
battery room. From there the power is connected via an 
Ananda power center to the two inverters. 


Using the Surrette 6-CS-25PS Batteries 
I've been using battery-stored power since 1970. There 


Things that Work! 


are several characteristics | have come to look for in a 
battery. Does it hold its voltage high at low states of 
charge? Does it hold its voltage high during high rates 
of discharge? Does it recharge efficiently and without 
undue voltage elevation? 


The Surrettes held their voltage over 12.0 VDC when at 
50 percent state of discharge and while under moderate 
loads in the C/50 range. During high rates of discharge 
(C/5), the battery voltage remained high, well over 12.0 
VDC. During our average nightly shallow cycle, the 
voltage rarely goes below 12.5 VDC. When the 
Surrettes are recharged, they are almost fully 
recharged (above 96 percent SOC) before the input 
voltage reaches 14.8 VDC. 


The three battery ampere-hour meters in this system 
provided much information about how the batteries 
were used and how they performed. In general, the 
average nightly depth of discharge was only about 11 
percent of the battery’s capacity. Deepest depth of 
discharge was to 64 percent DOD. During the average 
nightly cycle of 11 percent, these batteries showed 
recharge efficiencies in the range of 95 to 98 percent, 
which is very high. 


Only during deep discharge cycles to about 50 percent 
DOD did the battery efficiency drop into the 87 to 88 
percent range. We usually have fewer than twenty 
cycles below 50 percent DOD during a yearly period, all 
during the winter’s cloudy weather. But when the 
weather here is cloudy, it’s usually because a winter 
storm is moving through, and that means wind power. If 
all else fails, | start the engine generator so we don’t 
draw the battery down too far. 


We currently have over one thousand cycles on these 
batteries, and they are still performing as they did when 
they were brand new. According to Surrette’s published 
information, this battery should deliver more than 5,000 
cycles, with an average DOD of 20 percent or less. | 
expect this set of Surrettes to last at least fifteen years 
before requiring replacement. 


Maintenance has been light and easy on these 
Surrettes, which are equipped with Hydrocaps. The 
large cells mean that there are fewer cells to water. The 
increased electrolyte capacity means that watering can 
be done less often. We check the electrolyte levels 
every three months and refill the cells—all four batteries 
use less than a gallon of distilled water. 


Keeping the battery tops clean is ultra easy; there is 
nothing much to do. A combination of the case-in-a- 
case design and the Hydrocaps (a factory option) keeps 
all the electrolyte inside the cells. The only other 
maintenance we do on these Surrettes is routine 
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An Outstanding Battery 

The Surrette 6-CS-25PS is a 
very high quality, deep-cycle 
battery, ideally suited for use in 
renewable energy systems. The 
large cell size reduces battery 
interconnection and 
maintenance. The case-in-a- 
case design increases battery 
safety while further reducing 
maintenance. In our almost 
three-year long test here at 
Funky Mountain Institute, these 
batteries have delivered 
excellent performance. They 
hold their voltage high during 
discharge and efficiently accept 
recharging. All in all, these 
Surrettes are an outstanding 
battery. 


Access 

Author: Richard Perez, Home 
Power, PO Box 520, Ashland, 
OR 97520 * 530-475-3179 

Fax: 530-475-0836 
richard.perez@homepower.com 
www.homepower.com 


Surrette Battery Distributor in 
the USA: Rolls Battery 
Engineering, 8 Proctor St., 
Salem, MA 01970 
800-477-6557 or 978-745-3333 
Fax: 978-741-8956 
sales@rollsbattery.com 
www.rollsbattery.com 


Battery Manufacturer: Surrette 
Battery Company Ltd., PO Box 
2020, Springhill, Nova Scotia 
BOM 1X0 Canada 
800-681-9914 or 902-597-3767 
Fax: 902-597-8447 
jds@surrette.com 
www.surrette.com 
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36 FET's! 


More is better and our inverter brings you about twice as many as 
theirs! Field Effect Transistors provide the muscle to power your 
appliances. Its no wonder that our Invertrix® 20 (2000 VA) and 
Invertrix® 25 (2500 VA) bring you higher efficiency and greater 
reserve motor starting capacity than competing inverters with similar 
VA ratings! An advanced three stage battery charger and 30 Amp trans- 
fer relays complete this advanced inverter/charger! 


POWER 


Invertrix, Inc. 


A High-tech LCD Remote Control Panel is included and brings you more 
power management information than other brands. Up to three Remotes can 
be installed in various locations for your convenience. Simulated charging 
and inverter displays are shown below actual size.. 


The two displays above alternate while in the Bulk charging cycle. Note that 
the Hertz display lets you check or set genset RPM's, 


The two displays above alternate while in inverter mode. ‘Battery Gage’ lets 
you know when it's time to recharge. 


Our User Programming mode puts you in full control! Now you can set Bulk, Absorb and 
Float Voltage; and Maximum charging current to match your battery technology and your 
ambient temperature. You can also set other parameters.. Inverter cutout voltage; Inverter 
shutdown timer; displayed language selection (and more) by simply plugging any 
telephone into the Remote Control Panel and using the phones dialpad as a keyboard. All 
data is retained in non volatile EEPROM memory. 


* Available in white or black, 12VDC or 24VDC 
* 30 Month Limited Warranty 
* Optional: Genset Autostart, Battery Temperature sensing 


Dealers.. check 
our unbelievable 
start-up otter! 


Visit invertrix.com or call for a brochure to get the full story! 


Phones: 805-642-7184 Fax: 805-642-7271 
800-536-4900 = email: info@invertrix.com 


Invertrix. Inc ‘se 


2259 Portola Rd. Ventura, CA 93003 UL-458/CSA Listed. 


“Invertrix” is a registered trademark of Invertrix, Inc. Invertrix, Inc. is a subsidiary of Connect Systems, Inc. 
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Solar ar 
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Photovoltaics 
Wind Power 
Microhydro Power 
Solar Home Design 


Natural House 
Building 


Straw Bale 
Construction 


Solar Cooking 


RE for the 
Developing World 


Successful Solar 
Businesses 


Upcoming Workshops 

Women’s PV Retreat, Tucson, AZ Feb 21-26 
PV Design & Install, Phoenix, AZ Feb 28—Mar 4 
PV Design Online, Internet Mar 13—Apr 21 
PV Design & Install, Austin, TX Mar 20-25 
PV Design & Install, The Farm, TN Apr 10-15 
PV Design & Install, Woodstock, NY Apr 24—29 


For more information on SEI, 

see the following articles in Home Power: 

Solar Baking Under the Sonoran Sun HP 59, pg 50 
Take Your Bedroom Off the Grid HP 60, pg 16 
Mile High Wind Genny HP 71, pg 24 
Rethinking the Good Life HP 73, pg 38 


Hands-On Education ¢ Sustainable Development 


voice: (970) 963-8855 + fax: (970) 963-8866 
e-mail: sei@solarenergy.org » web: www.solarenergy.org 


P.O. Box 715, Carbondale, Colorado, USA 81623 
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Things that Work! 


Things = 
jae Work 


Tested ies Home Power 


Concorde Sun 
Xtender AGM 
Batteries 


Tested by Richard Perez, 


with help from Sam Coleman 
©2000 Richard Perez 


have always considered sealed 
batteries to be too delicate for use in 
renewable energy systems. After a 
year of testing these Concorde sealed 
lead-acid batteries, I’ve changed my 
mind. 
Concorde Sun Xtender Batteries 


These lead-acid batteries are of the 
sealed, absorbed glass mat (AGM) 


We tested two Concorde Sun Xtender batteries, model 
number PVX-12105. These are 12 volt batteries with a 
capacity of 105 ampere-hours at a C/20 discharge rate. 
Each battery is 13 inches (33 cm) long, 6.75 inches 
(17.15 cm) wide, 9.25 inches (23.5 cm) tall, and weighs 
69 pounds (31.3 kg). These batteries cost US$173 
each, shipped to Oregon from Northern Arizona Wind & 
Sun in Flagstaff, Arizona. 


Shipping 

The Concorde batteries arrived here in fine shape via 
United Parcel Service (UPS). Yes, these batteries can 
be shipped via UPS, and even transported in an 
aircraft! Since they are sealed, they meet D.O.T. 
shipping requirements for a nonspillable wet battery, 
and are exempted from the hazardous materials 
category. This can be a major advantage over vented 
wet cells, which must be shipped via freight. Wet cell 
batteries are classified as hazardous materials, since 
the sulfuric acid electrolyte can be spilled. 


The Test System 

In January of 1999, we installed the two batteries in 
Sam Coleman’s cabin system here at Funky Mountain 
Institute. By wiring the two Concordes in parallel, the 
resulting 12 VDC battery had a capacity of 210 ampere- 
hours. 


Sam's is a small stand-alone cabin system charged by 
about 165 watts of photovoltaic (PV) modules. Daily 


type. This means that they never es ven itil Foils i dahil oly 
require watering, and can be Recombanone oc * Liver esltcwtce ciel inva Moines 


operated in almost any position, even 
on their sides. The hydrogen and 
oxygen gasses, which form when any 
lead-acid battery is recharged, are 
recombined within the sealed cells. 


These batteries do have safety vents, 


in case they are grossly overcharged. Chrelile 

The plates are separated by a Polypropylane 

microfibrous silica glass mat. The sensei 
ond Cover 


sulfuric acid electrolyte is absorbed 
and held captive by capillary action 
between the mat and the electrolyte. 
The Concorde AGM batteries have 
been tested by Underwriters 
Laboratories (UL) for compliance to 
UL924 and UL1989 standards. They 


have no problems with the electrical 
inspector. 
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use on this system averages about 315 watt-hours. In 
order to assess the performance of the Concorde 
batteries, we also installed a Cruising Equipment Amp- 
hour +2 battery ampere-hour meter. We set the RV 
Power Products Solar Boost 20 PV regulator at 14.2 
VDC at 80°F (27°C). This system also has an Exeltech 
500 watt sine wave inverter to power 120 VAC 
appliances. 


Performance 

To say that these batteries worked well would be an 
understatement. | personally expected them to fail 
rapidly due to overcharging. In my experiences with 
sealed lead-acid batteries (mostly of the gelled 
electrolyte type), even a few hours of moderate 
overcharging was enough to cause the cells to vent and 
eventually dry out. Not so with these Concordes. During 
sunny periods, Sam racked up 15 to 20 overcharge 
ampere-hours daily, with no damage to these batteries. 


Why did the Concordes stand up to this overcharging? 
They have better electrolyte circulation than gelled 
cells. The electrolyte in gelled cells is semi-solid (a 
jelly), whereas in AGMs, the electrolyte is a liquid that 
wicks around in the absorbed glass mat. This ability to 
circulate helps get the monatomic (single atom) oxygen 
and hydrogen together so they can recombine into 
water. 


On one particular occasion, the weather had been 
cloudy for days. When this happens, | fire up the big 
engine generator and we recharge all the batteries in all 
the systems. Well, Sam forgot that the 120 VAC 
charger was still connected to his system, and the 
Concordes received a gross overcharge. Their voltage 
went up to over 15.8 VDC, but they were not damaged 
by this unintentional abuse. They still work, months 
later. If a gelled cell vents even once, then it rapidly 
(within a month) loses a large proportion of its capacity. 
The Concordes weren’t damaged because the oxygen 
and hydrogen recombined within the cell instead of 
venting. 


At night, when Sam was using the inverter to power the 
TV and VCR, the Concordes held their voltage high 
during discharge. Rarely did the battery voltage go 
lower than 12.45 VDC (battery at 85 percent SOC, with 
a discharge rate of C/26). Average depth of discharge 
during this year-long test was about 25 ampere-hours. 
The greatest depth of discharge was 40 ampere-hours. 
Sam has a well designed and proportioned PV system, 
and he manages his loads. During periods of low solar 
insolation, he reduces his energy consumption. 


Sam’s cabin can only loosely be called a “conditioned 
environment.” During winter nights, after the wood 
heater goes out, the temperature routinely hovers 
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around freezing. During hot summer days, the interior 
temperature of the cabin can reach over 100°F (38°C). 
The Concordes performed well during these 
temperature extremes. They hold their voltage well 
under load even at temperatures around freezing. 


The manufacturer rates these batteries to operate from 
-40°F (-40°C) to 160°F (71°C). The rated capacity of 
these Concorde AGM batteries is still 80 percent at 
32°F (0°C). These batteries perform better in cold 
temperatures because they have a much lower internal 
resistance than flooded batteries. The lower resistance 
allows the electro-chemical reactions of discharging 
and charging to be more efficient. 


One interesting characteristic we noticed was a very 
low rate of self-discharge. These batteries self 
discharge only about one-tenth as fast as vented lead- 
acid cells. The manufacturer rates their self-discharge 
between one and three percent per month, depending 
on battery temperature. Regular vented lead-acid cells 
self discharge about four percent per week. 


Here’s Sam’s comment on these Concorde AGMs: “I’ve 
lived on battery-stored energy for seventeen years, and 
these are the best batteries I’ve ever used.” 


Applications for the Concorde AGM Batteries 

These are truly sealed cells. They are naturals for use 
in RVs, and in any RE system which has the batteries 
located inside the living space. There is no need to 
provide a vented containment. Concorde has had these 
batteries tested by the U.S. Navy to MIL-B-8565J. This 
standard allows only 3.5 percent hydrogen 
concentration during radical overcharges where the 
battery reaches over 16 VDC and the temperature is at 
131°F (55°C). These batteries produced no more than 
0.2 to 1.0 percent hydrogen emission—they are safe to 
use in living spaces. 


I’m going to install two Concorde AGMs on our 
radiotelephone system’s base end. This system only 
gets visited by a human once a year, and the 
maintenance-free feature of the Concordes will 
eliminate battery watering. 


Folks who are on grid and using inverters in utility 
intertie situations will appreciate the Concorde AGMs. 
The batteries can be installed inside, without 
containments or venting. They are UL listed, which will 
please the electrical inspectors and insurance 
companies. 


Thumbs Up! 

The Concorde Sun Xtender AGM batteries changed my 
mind about sealed lead-acid batteries. No longer do | 
consider sealed cells to be the “weak siblings” of the 
battery world. These Concordes are as tough as vented 
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lead-acid cells. They even offer improvements in the 
areas of low temperature performance and self 
discharge. And maybe best of all for the experienced 
battery user, they never require watering. Thumbs up 
on these Concorde AGMs! 


Access 

Author: Richard Perez, Home Power, PO Box 520, 
Ashland, OR 97520 « 530-475-3179 

Fax: 530-475-0836 « richard.perez@homepower.com 
www.homepower.com 


Battery Supplier: Northern Arizona Wind & Sun, 2725 
East Lakin Dr., Flagstaff, AZ 86004 * 800-383-0195 or 
520-526-8017 * Fax: 520-527-0729 
windsun@earthlink.net * www.windsun.com 


Battery Manufacturer: Concorde Battery Corporation, 
2009 San Bernardino Rd., West Covina, CA 91790 
800-757-0303 or 626-813-1234 * Fax: 626-813-1235 
conbat@earthlink.net * www.concordebattery.com 


<ENEWABLE ENERGY 
with the EXPERTS 
An Instructional Video Series 
on the Basics of Residential Renewable Energy 
Residential Solar Electricity £39, 95 | 
with Johnny Weiss, 48 min. e 
Johnny Weiss is one of the founders 


and teachers at Solar Energy 
International, in Carbondale, CO. 


Residential Wind Power 

with Mick Sagrillo, 63 min. 

Mick Sagrillo has installed and 
repaired over 1,000 wind turbines. 


Residential Microhydro Power 
with Don Harris, 44 min. Don Harris 
has designed and manufactured over 
1,000 microhydro power plants. 


Revieweg in Hse 


Batteries with Richard Perez, Editor 
in Chief and founder of Home Power magazine. 
Solar Water Pumping with Windy Dankoff, 59 min. Windy 
Dankoff has been designing and installing solar-powered water 
pumping systems for 15 years. 
Add $5.00 shipping for international orders 

Home Power, Iinc., PO Box 275, Ashland, OR 97520 

toll free in USA: 800-707-6585 © 541-512-0201 


i Fax: 541-512-0343 Bliss a cd 
Web: www. homepower.com fence Ty 


CENTURY 


* Launching the now 2500 watt 
POWER STATION Sine wave 
invertercharger from a name 
you can count on for 
porformance and reliability and 
i a price that can't be beat, 


Foaturms: 

Sine Wave output + Line-tie capable 
Powerful 120 amp 3-stage charger 
UL and CUL tleted 

Now availabbe: 

12 B 24 volt US & Evropaan models 


$2,165 


Low introductiory price 


SEE YOUR LOCAL TRACE 
SUPPLIER FOR DETAILS 


Tr ace 
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The Better Battery 


Authorized Distributor 


Cruising 
Equipment 


Solar ¢ Microhydro - Wind Power « Water Pumping - Remote Communications 


We do it all and we do it right! 


There is more to a working renewable energy system than a cheap deal on a pile 
of hardware. While other companies may seem to be cheaper, none are better at 
building the right, and most cost-effective, RE system for you. 


Electron Connect 


Electron Connection 
PO Box 203, 

Hornbrook, CA 96044 USA 
Voice + Fax: 530-475-3401 
E-mail: 
econnect@snowcrest.net 

Web Page: 
www.electronconnection.com 
CA Electrical Lic #613554 


=o Ipre 


ystem design, sales, 
arranties expire. We 


+ Photovoltaics —Siemens - BP -Solarex 

- High-Quality Batteries —Trojan - GNB 

¢ Power Inverters — Trace - Exeltech 

¢ Instrumentation — Cruising - Fluke - Wavetek 
¢ Charge Controls — Heliotrope - Trace 

* Trackers & PV Mounts — WattSun - 


Zomeworks - Direct Power 


¢ Microhydro Electric Powerplants — ES&D - 


Harris Hydro - Lil Otto Hydroworks! 


- Wind Generators — World Power Tech - 


Southwest Windpower 


- Pumps — Dankoff Solar - Solarjack - SHURflo 
- Water Heaters — Myson — Aquastar 

+ Efficient Lighting — Phillips - Osram - S&H 

* Safety Gear — APT - Heinemann - Cutler & 


1-800-945-7587 . 


Hammer - Square D Products 
Radiotelephones 


Have fun and learn about 
the latest and cleanest 
ways to design, build and 
power our homes, farms, 
ranches and businesses, 
and to feed our families. 
Come see the only 
exposition of renewable 
energy, green building 
and organic/sustainable 
gardening and farming 
businesses, organizations 
and agencies in Texas. 


SOLAR 

WIND 
BIOMASS 
GEOTHERMAL 
HYDRO 


GREEN & 
SUSTAINABLE 
BUILDING 


ORGANIC & 
SUSTAINABLE 
GARDENING 
AND FARMING 


EDUCATION 


PRODUCTS & 
SERVICES 


3*DAY FAIR 


SEPT 29 - OCT 1, 2000 


scab kg * TEXAS 


TEXAS RENEWABLE ENERGY 


ROUNDUP 


green living and sustainability fair 


Commercial Exhibits, Educational Displays, 
Demonstrations, Workshops, Tours, Fun, Food, Games, 
Prizes, Competitions, Awards, Music & Dancing 


— PLUS — 


Enjoy the unique town of Fredericksburg and the beautiful Texas 
Hill Country, close to Austin and San Antonio. Lots of shops and 
museums, restaurants and quaint inns, wineries, music and Texas 
German culture, Enchanted Rock and the LBJ Ranch & National Park. 


www.RenewableEnergyRoundup.com 


Building Independence, Security, and a Cleaner Environment... 


ORGANIZED BY 


Texas Renewable Energy Industries Association and the Texas Solar Energy Society 


Russel E. Smith 


phone: (512) 345-5446 
e-mail: R1346@aol.com 


P.O. Box 9507 
Austin, Texas 78766-9507 


Jane Pulaski 
phone: (512) 926-8472 
e-mail: jpulaski@flash.net 


iL T7TRODYU CIN Gees 
LOGRING FOR THE NEW 4=K3=2IP3 
elele Pail p ¢ New Generation Dual-Container 
| yuu: z An? | Modular Design 
¢ 3300 Cycles to 50%DOD. 
| ¢ Fewer or No Parallel Strings 
¢ Fewer Cells 
e Less Maintanence 
¢ Elimination of Stray Current Swett Battery 


Company, Ltd. 
¢ Greater Charging Efficiency = 


¢ Available Wet 
or Dry Charged 


¢ 10 Year Warranty 


| 1-800-681-9914 ( 


sales@rolisbattery.ecom 


Te Sothem Ser hn Soler 


SERVING THE SOUTHERN UNITED STATES & CARRIBEAN 


SOLAR CONTRACTING SINCE 1977 


4,000 REFERENCES AVAILABLE 


FULL SERVICE DESIGN & INSTALLATION 


Site Surveys / LOAD ANALYSIS / ON-SITE TECHNICAL SUPERVISION 


nergy 
onservation 


ErVICES 


Tropical Solar Experts 


| EER 


Tom & Shirley Lane...ECS Owners Siemens Solar 


6120 SW 13th Street * Gainesville, Florida 32608 * USA + www.ecs-solar.com PowerPro 
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Power Politics 


—————— 


WTO & Civil 
Protest 


Michael Welch 


ust before | headed out for a week 

at Home Power's Agate Flat in 

December, news reached me 
about public protests at the World Trade 
Organization (WTO) talks in Seattle. At 
the Flat, there is usually a dearth of 
news. No daily newspapers, no TV, only 
occasional NPR news, and Time 
magazine arrives several days after 
most people on the outside have read 
and recycled it. 


While still at home, | had been following major media 
news, including one of the more progressive daily 
newspapers, to find out more about people taking to the 
streets in Seattle. From those early reports, one could 
assume that every wacko in the U.S. with violent 
tendencies had descended on that city, wreaking havoc 
and spreading terror among the citizenry. 


©2000 Michael Welch 


| knew something was wrong with that picture. | was 
aware of several friends and acquaintances who had 
made the trek. These folks were much different than 
those portrayed by the media. | knew them as peace- 
loving individuals, completely committed to the use of 
non-violent civil disobedience as a tool for change. 


Who Can You Trust? 

What could have gone wrong? Could it possibly be that 
the thousands of peaceful protesters in Seattle were 
overwhelmed by even greater numbers of their violent 
counterparts? It turns out that this was not the case. 
Just as | was leaving town for Home Power central, | 
tuned in to KMUD, the public radio station in Redway, 


ik -" Photo courtesy of Josh Root 
Dumpsiers ignited by a tear gas grenade 

were dragged into the streets by protestors 

to avoid igniting surrounding buildings. 


California. KMUD News is a breath of fresh air in a 
cloud of mass-media smog. 


On the Mud, | heard interviews with people who had 
been tear-gassed, pepper-sprayed, shot with rubber 
bullets, and beaten with riot sticks. According to these 
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folks, the real thugs involved were the police! These 
cops were reacting to nearly all the protesters as if they 
were committing violence. But there were only very few 
violent protesters. 


In typical KMUD form, the small but venerable news 
staff had managed to extract the truth. The “major 
media” was still reporting based on what might sell the 
most papers. And even worse, they were accepting 
without question what the WTO and Seattle’s police 
department “public relations” hacks were feeding them. 
After | got back from Home Power, | found that the 
reporting had changed and was becoming more 
accurate and fair. 


But some damage had already been done. Americans 
were exposed to the wackiness of the few violent 
protesters. This helped to sway U.S. opinion against 
those who were in Seattle to bring attention to the unfair 
international trade agreements. However, the protesters 
should have no regrets. This was the first skirmish in 
the battle. The more direct action and education that 
takes place, the more public acceptance this fight will 
have. It is only a matter of time before right prevails, as 
long as the pressure is kept up. 


Energy Angle 

OK, if | don’t talk about renewable energy pretty soon, | 
may get in trouble with my editors. So far, the WTO has 
very little to do with energy. But it could have far- 
reaching consequences for the environment. The WTO 
has only been in place since 1995, and hasn’t had 
much of a chance to show off its muscle. It is the result 
of and successor to GATT (General Agreement on 
Tariffs and Trade), which went into effect in 1948. 


WTO may become the tool that multi-national 
corporations will wield against environmental and labor 
laws in individual countries. For example, the U.S. may 
decide to pass a law prohibiting the use of electricity 
from plants that don’t meet certain pollution standards. 
Then another country, like Mexico (which doesn’t have 
such strict standards), might use the WTO courts to 
dispute the U.S. laws so that it can sell its cheap, 
polluting power over the border. A WTO dispute 
resolution panel might be formed, and the panel may 
decide that the U.S. environmental laws are acting as a 
restraint of trade. A party may appeal the resolution of a 
dispute, but so far, no appeals have been upheld by the 
“court.” 


In that case, the U.S. is constrained to uphold the WTO 
solution to disputes. GATT is a treaty between nations 
that was ratified by the U.S. Congress. Now we are 
stuck with it, and bound to the decisions that come out 
of the WTO panels that hear the complaints. And the 
worst of it is that these complaints are heard behind 
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closed doors without any public participation at all, 
flying in the face of what democracy stands for. If the 
loser of the dispute does not comply, then the winner 
may be allowed to retaliate by putting in some sort of 
tariff that favors the winner’s trade. 


A little bit closer to home, this same scenario could 
happen with solar modules or batteries. If the U.S. 
passed laws that placed environmental requirements on 
manufacturing, and a foreign country that also does 
manufacturing had no such laws, then they could 
challenge the U.S. laws based on unfair trade 
requirements. That might allow them to sell their solar 
modules or batteries within U.S. borders, even though 
their manufacturing facilities are horrible polluters. 


WTO versus the Environment 

Not all energy-related WTO interventions are 
theoretical, however. In the WTO’s short life, there have 
been two far-reaching, energy-related cases that affect 
environmental quality. Venezuela and Brazil claimed 
that a U.S. EPA rule aimed at cleaner air quality could 
affect refineries exporting to the U.S. more than U.S. 
refineries themselves. This particular case is interesting 
because first the regulations withstood several 
challenges available through the U.S. legislative, 
regulatory, and judicial systems. The Venezuelan 
government had hired a U.S. lobbying firm to do its 
bidding. When working within the system failed, the 
Venezuelan government attacked at the WTO level. 
The end result was a weakened clean air rule, due to a 
WTO order. 


It is governments, not individuals, that bring complaints 
to the WTO. Most Power Politics readers have a good 
understanding of what it takes to get government on a 
particular side—a powerful lobbying force. Do you think 
that a complaint from an ordinary Venezuelan citizen 
could make it into a lobbying force and then into the 
WTO for resolution? No way! Only huge industries have 
the clout that it takes to line a government up on their 
side in such disputes. 


A second example of the WTO/corporate attack on the 
environment involves Japanese clean air rules 
designed to implement the Kyoto Protocol for reducing 
greenhouse gases. The Japanese government issued 
new rules for vehicle air standards based on the 
capabilities of one of the better Japanese auto engines 
manufactured by Mitsubishi. In 1999, the European 
Union (EU) complained to Japan and the WTO ina 
letter that this put an unfair burden on any other country 
that does not use the Mitsubishi engine. Soon 
thereafter, the U.S. did the same, on behalf of Daimler- 
Chrysler and the Ford Motor Company. 


These complaints represent several companies that 
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want to make sales in Japan, but don’t want to be 
forced to do it with the environment in mind. They want 
to sell their polluting vehicles instead of re-designing to 
meet new environmental rules. At this point, the 
involved parties are just using the threat of WTO 
intervention to try to force Japan into complying. There 
has not yet been any resolution in the case. But there 
sure is a lot of political weight being thrown around. 


Exercising the Powers We Wish We Had 

If | had my way, | would place a WTO challenge on 
behalf of the world that would require a// manufacturers 
to meet the clean air capabilities of the Mitsubishi 
engine. But | am just a peon, an individual without 
power. Most of the WTO cases that we'll see in the 
coming years will be on behalf of the large and 
influential multi-national corporations. Expect to see 
results in favor of the major polluters of the world—the 
oil companies, car manufacturers, cigarette makers, 
mining interests, and other large-scale manufacturers. 


But without power (the political kind), there is nothing | 
can do to affect the WTO from the inside; corporations 
have it all locked up. In fact, none of the WTO dispute 
resolution methods are open to public viewing, let alone 
public participation. Only the countries’ designated 
trade officials are allowed to participate. And even 
though we can hope they do the “official” and non- 
corporate bidding of their countries, there is no doubt in 
my mind that our trade “representatives” are there to 
increase international trade at the expense of labor and 
the environment. 


Direct Action 

But outside the WTO doors is a different story. Non- 
violent direct action is making a comeback. People 
reporting the incidents in Seattle commented that the 
demonstrations were reminiscent of the Viet Nam War 
protests of the late ‘60s and the anti-nuclear protests of 
the ‘70s and ‘80s. Both of those uses of direct action 
were ultimately successful. | have high hopes that 
ongoing WTO protests will not only reign in corporate 
control over international anti-environmental trade 
concerns, but will serve to empower an entire 
generation to fix what is broken in many other areas. 


My heart goes out to those of you who were injured and 
abused in Seattle last December. But my thanks and 
encouragement go out as well, because you are 
making a difference. Your injuries and inconveniences 
were not in vain. If history is any indication, the cops 
and the politicos will take a while, but eventually they 
will come to understand what we are saying. We can 
expect to be knocked around until enough people have 
heard the word, and join in defense of what is right. 
Keep up the great work. | wish | had been there to lend 
my voice to yours. 


Access 

Author: Michael Welch, c/o Redwood Alliance, 
PO Box 293, Arcata, CA 95518 * 707-822-7884 
michael.welch@homepower.com 
www.igc.org/redwood 


KMUD Radio, PO Box 135, 1144 Redway Dr., Redway, 
CA 95560 * 707-923-2513 * Fax: 707-923-2501 
Studio/Talk Show call-in: 707-923-3911 
simonf@kmud.org * www.kmud.org 

Streaming Audio: www.kmud.org/audio. html 


New book on the WTO: Whose Trade Organization?: 
Corporate Globalization and the Erosion of Democracy, 
by Lori Wallach and Michelle Sforza, US$18.50 
(includes US shipping and handling) ISBN: 1-58231- 
001-7, Public Citizen, Inc., 1600 20th Street NW, 
Washington, DC 20009 + 800-289-3787 or 
202-588-1000 * Fax: 202-588-7798 
gtwinfo@citizen.org 
www.citizen.org/pctrade/tradehome.html far 


Specializing in 
COMPLETE 
systems design 


Solar Electric, Heating, 
Water, & Appliances 
Including complete CAD 
design services 


We can supply everything you need to be off-grid... 
inverters to modules to batteries, including your kitchen stove. 


All the best brands... 
TRACE ¢ KYOCERA 


Free Catalo me 
es to He 
: ower Readers in USA 


APT * BUDERUS hiner; 
THERMOMAX 


WATTSUN 
SOLARJACK ¢ IBE 
PEERLESS-PREMIER 


Teste 


Authorized 
GOLDEN GENESIS 
Dealer 


P.O. Box 340, 262 Badger Road IPP 
Ennis, MT 59729 romea 


Ph 406-682-5646 ¢ Fx 406-682-5644 
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yew wrt x cqntsale™ Global Power Systems 


IM 
31739 Riverside Dr., Suite L, Lake Elsinore CA 92530 
Phone: 909-245-8040 ¢ Fax: 909-245-9611 
Web Site Address: www.globalpowersystems.net 


Stop throwing your Money and PV Power Away with other controllers that can’t deliver full charge current potential. 
New patent pending Maximum Power Point Tracking (MPPT) technology will extract more power from your PV array. 
This easily installed device will increase your available charge current up to 30%. 


Solar Boost 50 is a 12/24 V photovoltaic (PV) charge controller 
capable of delivering 50 amps of output current. MPPT tech- 
nology allows Solar Boost 50 to extract more power from the PV 
array, resulting in a charge current increase up to 30% or more. 


Solar Boost 50 offers an advanced automatic three-stage charge 
control system to ensure that all battery types are properly 
charged to full capacity. Electronic current limit feature prevents 
output current from exceeding 50 amps. Output current limit 
eliminates worry about overload when PV output is 
unexpectedly high. 


An optional user-friendly digital display shows battery voltage, 
solar current, boosted charge current, charge mode, and state of 
charge. It can be provided in the con-troller, as a remote panel, 
installed up to 300 feet away, or both. 


Increased Charge Current = Fewer PV Panels 
Available Temperature Compensation 
Available Digital System Monitoring 

Full 36 Month Limited Warranty 

Pulse Width Modulation Control 


: ii Solar Boost 2000 
Three-Stage Battery Charging & Equilize SB2000 — US$229.00 


VANNER POWER SYSTEMS 
4 color on negatives 


7.125 wide 
4.5 high 
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By 


Full Color 
on Natural Shirt 


$15.00 


International 
orders 

add $5 for 
air shipping 


| Fall i 


On) Black: 
Internationallorderstadd|$5\for air’s ls 
Call; seeour,web site; or sendicheck or, act order 
Or send check or money order to: 800-707-6585, (541-51'2"020ik@utside USA) 


Home Power Magazine gwiwiwthomepower: -com 
PO Box 520, Ashland, OR 97520 Home) Power,jPO}BoxeS 20;-Ashland;, Wi 97520 


Renewable Energy & Sustainable Living Workshops 


Green Building [= 


Spring Workshop Schedule Technology [a 
Energy Efficient Construction Techniques, Custer, WI 
Off-Grid Wind Systems, Custer, WI 
Solar Life Style, Custer, WI 
Basic Photovoltaics, Green Bay, WI 
Intermediate Photovoltaics, Green Bay, WI 
Solar Hot Water Systems Installation, Custer, WI 
Wind Systems Installation, Custer, WI 


Watch this space : 
for more upcoming workshop 


throughout the year! 


Photovoltaics, Wind, Hydro = as = Hot Water 


Call or write for more information and course descriptions. 
Midwest Renewable Energy Association, 7558 Deer Rd., Custer, WI 54423 
phone (715) 592-6595 ¢ fax (715) 592-6596 * mreainfo@wi-net.com * www.the-mrea.org 
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ray SOLAR2000 


Solar Powers Life oko 
Share the Energy exhib booths 
displaying and sell- 


June 1 6-21 5 2000 ing renewable energy 


Q O 0 equipment, sustainable 
Madison, Wisconsin (and epee 

friendly products, books, 
videos, and more. 


Presented by the 


American Solar Energy Society 


American Institute of Architects 
Committee on the Environment 


Offering more than 100 
workshops on: 


* Solar Electricity ¢ Wind Electricity 


American Society of Mechanical 
Engineers Solar Energy Division 


¢ Solar Cooking ¢ Sustainable Living 


Hosted by the 


Midwest Renewable Energy Association 


¢ Solar Hot Water Systems * Masonry 
Stoves ¢ Organic Gardening ¢ Straw Bale 
Construction ¢ Alternative Transportation 
For information contact: * Batteries and Inverters 
American Solar Energy Society 

2400 Central Avenue, Suite G-1 
Boulder, CO 80301 Working Renewable Energy Systems on Site 

303-443-3130 


e-mail: ases@ases.org Open to the Public 


Beit Friday, June 16 9 AM -7 PM 
Wepre heats Saturday, June 17 9 AM —-—7 PM 
Sunday, June 18 9 AM-—5 PM 


Activities and entertainment for the whole family. 


11th Annual 


Midwest Renewable Energy Fair 
June 16-18, 2000 
Dane County Expo Center Madison, WI 
For information contact: 


Midwest Renewable Energy Association, 7558 Deer Road, Custer, WI 54423 
715-592-6595, E-mail: mreainfo@wi-net.com, web site: www.the-mrea.org 


Exotic EV Batteries: 
Getting the Lead Out ib 


Shari Prange 


uestion: What’s 

small and light, 

safe as distilled 
water, drives an electric 
car a thousand miles on a 
charge, recharges in ten 
minutes, never needs 
maintenance, lasts for 
10,000 charge cycles, and 
cures bad breath? Oh, 
and it’s cheap, too. 
Answer: The Miracle 
Battery. 


Like Elvis, the Miracle Battery is frequently sighted, but 
never actually touched by human hands. “I saw it on 
TV...read it in a magazine...heard it on the radio...saw 
it on the Internet...” and so on. Usually, it’s going to be 
“available in just a few years.” Mike Brown, of Electro 
Automotive, says, “They've been promising me a 
Miracle Battery within five years for the whole twenty 
years I’ve been in the electric vehicle business.” 


©2000 Shari Prange 


But surely there’s something better than plain old lead- 
acid, isn’t there? Well, let’s take a look. 


Exotic Chemistry 

In simple terms, a battery is a container in which a 
chemical reaction takes place, releasing electricity. 
When the battery is recharged, electricity is applied to 
it, and the chemical reaction inside reverses itself. In 
the common car batteries we all know so well, the 
chemical reaction uses primarily lead and sulfuric acid, 
with a few other elements thrown in for seasoning. 


However, there are a vast number of chemicals which 
could be used to create a similar, electricity-generating 
reaction. Batteries using chemistry other than lead-acid 
are known collectively as “exotics.” 


Reality Check 

When you examine Miracle Battery reports closely, you 
will find several features in common. Miracle Battery 
sightings are always exotics. Most of the time, the 
batteries are not actually in production. Many are at the 
prototype stage, and often the company is looking for 
investment capital to begin production. 


Saft brand Lithium-lon batteries. 


Or they have a battery suitable for cell phones and 
laptop computers, and they have made computer 
projections about what it could do if it were scaled up to 
run a car. The catch is, when they try to actually scale it 
up, they discover all kinds of problems that just didn’t 
show up in their projections. For example, sometimes 
batteries’ behavior changes if they are charged and 
discharged in large groups connected in series instead 
of as single batteries. 


Sometimes the battery will work, but only in carefully 
handmade test models. In mass production, there is too 
much variation among units, and it’s back to the 
drawing board. If the batteries do get into successful 
production, the cost is usually ten, twenty, or even fifty 
times higher than conventional lead-acid batteries. 
Often, they are only available to vehicle manufacturers, 
and are targeted for commercial fleet vehicles. 


That said, there are some exotic chemistry batteries 
that are serious possibilities for electric cars. Let’s cut 
through the “vaporware” and look at the most likely 
candidates that actually exist in the flesh. 


Nickel Cadmium 

Nickel cadmium (Ni-Cd) batteries have been around for 
a long time, with small ones powering consumer 
electronics, and large ones used in aircraft. The large 
ones with potential electric car application have been 
prohibitively expensive for home conversions as new 
batteries. 


However, for safety reasons, aircraft routinely replace a 
lot of components, including batteries, after a certain 
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Comparison of EV Battery Technologies 


GoPower 


Lead-Acid Li-lon 
Golf Car Ni-Cd Ni-MH (Three Versions) 
Status Production Production Production Pilot Production 
Length (inches) 10.25 9.75 15.35 9.13 
Width (inches) 7.125 4.72 4.72 4.56 
Heigth (inches) 11.125 10.23 7.67 6.88 
Weight (Ibs) 67 27.55 41 16.2 
Requires maintenance Yes Yes No No 
Module voltage 6 6 12 7 
10.5 
21 
Capacity (AH at C/3) 172 100 96 44 
88 
132 
Specific energy (WH/Ib at C/3) 15.4 21.78 28.1 57.04 
Cycle life (hours) 700 2000+ 1,200+ 1,000 
Cost each (US$) 54 330 2304 1848 
Cost per KWH (US$)* 40 550 < 2000 < 200 
Cost per KWH per cycle (US$)** 1.23 5.28 30.72 16.63 


*Based on current production levels. 
*“Baseline is a home conversion pack of 96V and 172 amp-hours at C/3. 


Exotics are compared using multiple battery strings to match voltage and amp-hours as closely as possible. 


number of hours in service, well before the end of their 
useful life. These used aircraft Ni-Cds come onto the 
consumer market as reconditioned units. Some of these 
have found their way into electric conversions. 


At first glance, it seems that these provide a physically 
smaller battery pack than lead-acid for the same pack 


voltage. However, their amp-hour capacity is lower, so it 
is necessary to run multiple strings in parallel to match 
lead-acid batteries for range. 


They have other drawbacks, too. For one thing, they 
come in individual cells instead of a multi-cell unit. This 
means more interconnects, and more potential failure 

points. Another issue is the highly 


Saft brand nickel-metal hydride batteries in 12 and 24 volt models. toxic nature of cadmium. Although 


more than 99 percent of the 
cadmium is recycled and used to 
make new batteries, there are 
several layers of bureaucratic 
controls on their handling and 
disposal, causing some battery 
distributors to refuse to handle them. 
Finally, even a pack of reconditioned 
aircraft Ni-Cds will cost several 
times as much as a similar capacity 
pack of lead-acid batteries. 


However, there are now Ni-Cd 
batteries manufactured specifically 
for use in EVs. Saft makes three 
“families” of vehicle Ni-Cd batteries. 
Two of them are heavy-duty units 
designed for power rather than 
range. These are intended to be 
secondary power sources in hybrid 
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GoPower 


vehicles, such as busses, and are the primary vehicle 
Ni-Cds used in this country. 


The third family of Saft Ni-Cds are designed for long 
range, to be used in pure electric vehicles. These bear 
a closer physical resemblance to traditional EV lead- 
acid batteries. They are 6 volt units composed of five 
1.2 volt cells. Their white polypropylene cases are 
slightly smaller than golf car batteries, but have similar 
automotive or threaded posts. The most immediately 
apparent difference is weight. The Ni-Cds can save up 
to 40 percent of the weight of a similar lead-acid pack in 
some commercial vehicles. A home conversion, 
however, will need two strings to approximate the 
capacity of the familiar golf car battery pack, so weight 
savings will be less. 


Although Renault and Peugeot have 10,000 passenger 
cars on the roads in France using these batteries, they 
have limited use in the United States. One car that does 
use them is the Solectria Force. The Ford Th!nk, due to 
be introduced here in early 2001, will use them also. 


Ni-Cds should get periodic equalization charges to 120 
percent of “full.” This ensures that the battery pack is 
balanced, and that all units are at their maximum 
potential. However, the “memory” problem many of us 
are familiar with from small, cylindrical Ni-Cds (in which 
the batteries need to be fully discharged from time to 
time to maintain full capacity) is not an issue with these 
batteries. Other maintenance is the same as for golf car 
batteries: they need to be watered. Although these 
batteries are well-suited for factory-built EVs, they are 
still too pricey for most home conversions. 


The final question about Ni-Cds is, “How long do they 
last?” Saft is quoting a cycle life of more than 2,000 
cycles for their EV Ni-Cds. 


Nickel Metal Hydride 

Another advanced battery in actual use is the nickel 
metal hydride (Ni-MH) battery. These are the current 
favorites of most automobile manufacturers. They were 
used in the Honda EV Plus, and are in the second 
generation GM EV1s now available for lease, as well as 
in the Chrysler Epic van and the Toyota RAV-4 EV. 


Compared to Ni-Cds, Ni-MH batteries are lighter, 
providing even better range. The number that is 
relevant here is specific energy, which is given in watt- 
hours per pound or kilogram. The higher the specific 
energy, the greater the range for the same weight of 
batteries. 


Ni-MHs are sealed batteries. Unlike flooded lead-acid 
or Ni-Cd batteries, they require no maintenance. There 
are a couple of variations on the theme of the Ni-MH 
battery. While the Ovonics batteries from Energy 


Conversion Devices come in individual cells with metal 
cases and air cooling, the ones from Saft come in multi- 
cell plastic monoblock units, with integral liquid cooling. 


When GM moved to Ni-MH in the EV1, it was 
necessary to redesign to accommodate cooling for the 
batteries. This was extensive enough that it is not 
possible for the early lead-acid EV1s to be retrofitted 
with Ni-MH batteries. 


Cooling is critical for Ni-MH batteries. Temperature is 
important to any battery, but more to some than to 
others. In terms of performance, it is loosely 
comparable to the common chemical glow sticks used 
by campers and children. When you snap the stick, a 
chemical reaction begins inside, and it starts to glow. If 
it is kept cool, the reaction is slow and the glow is dim, 
but lasts a long time. If it is warm, the reaction is more 
vigorous and the stick glows brighter, but burns out 
faster. With batteries, you can get more power out of 
them if they are warmer, but you are simply using up 
the available capacity more quickly. 


Another temperature issue has to do with cycle life. At 
high temperatures, secondary chemical reactions start 
to take place which degrade the battery’s active 
material and cause it to “age” prematurely. The goal is 
to keep them as close to room temperature as possible 
for maximum life. Temperature is more easily and 
consistently controlled with liquid cooling. This can be 
done with a conventional radiator, but it is more 
effectively accomplished with an air conditioning 
compressor. 


Liquid cooling also opens the possibility of fast 
charging, recovering as much as 75 percent of charge 
in thirty minutes. Since this is done using 480 V 3- 
phase power for input, it is useful for fleets, but not for 
personal cars charging at home. Ni-MH batteries also 
require a charge monitoring system, which is separate 
from the batteries. 


The downside of Ni-MH batteries is that they currently 
cost more than three times as much as Ni-Cds, with 
only 50 to 60 percent of the cycle life. With volume 
production, of course, prices will come down, perhaps 
by a factor of ten, but it is unlikely that Ni-MH will ever 
approach flooded lead-acid golf car batteries in price. 
Keep in mind that Ni-MH technology is already in high 
volume production for small applications, such as 
laptop computers, where it still exceeds Ni-Cd prices, 
another mature technology. 


Lithium 

Two types of lithium batteries are commonly mentioned. 
The most tempting to the imagination is the lithium 
polymer battery. This is a battery that comes as a 
moldable flat film. However, at this time it’s in the 
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research and development stage, with production for 
electric cars still a couple of years in the future. 


The other lithium battery is the lithium ion (Li-lon) 
battery. This technology is in pilot production and 
testing now. The Altra EV from Nissan will use Li-lon 
batteries from Sony, and Saft has Li-lon EV batteries in 
pilot production and vehicle testing as well. The 
individual cells of these batteries look like AA penlight 
batteries on steroids. Each is a cylinder a little taller and 
skinnier than a soda can. For vehicles, Saft bundles 
these 3.6 volt cells together in a six cell monoblock. 


This monoblock is available in three versions, 
depending on the vehicle’s pack voltage needs. With all 
six cells in series, the battery has a nominal voltage of 
21 volts. With two parallel strings of three cells each, 
the unit voltage is 10.5 volts. Or with three parallel pairs 
of two cells each, it’s 7 volts overall. 


The Li-lon battery has twice the range of the Ni-MH 
battery, with approximately the same cost, and slightly 
shorter cycle life. Like Ni-MH, Li-lon batteries also 
require an electronic charge management system. In 
this case, the monitors are built into each monoblock. 


Common Threads 

None of these batteries are available at the retail level. 
However, Saft indicated that they would sell Ni-Cds and 
Ni-MH batteries factory direct to anyone interested. All 
of these batteries use some type of threaded terminal 
similar to the universal posts commonly found on golf 
car batteries. These should work better than they do on 
lead-acid batteries, since they were actually designed 
for the current draws of a full-sized street car. 


Each battery type has its own preferred charging 
profile. It is critically important to use a charger that is 
properly matched to the battery pack. All of them take 
five to six hours to recharge on 240 volts in a home 
charging situation. This is comparable to lead-acid. 


It can be very deceptive to compare batteries based on 
a single characteristic. For example, cost per battery is 
meaningless when the batteries have different voltages, 
amp-hour capacities, and cycle life. Cost per kilowatt- 
hour compares equal per-charge capacities, but still 
ignores cycle life. The most balanced comparison 
would break down the cost of entire battery packs of 
comparable capacity over each pack’s expected cycle 
life. 


A Perfect Fit 

A flooded lead-acid golf car battery has almost twice the 
amp-hour capacity at a tiny fraction of the cost of Ni- 
MH. However, it has half the voltage, half the cycle life, 
and half again the weight. Which is the “better” battery? 
It depends on what you need from it. 


GoPower 


As Lou Magnarella of Saft succinctly put it, “There is no 
such thing as the perfect battery.” A battery has many 
characteristics, including range, weight, cost, cycle life, 
and maintenance. Each battery type has its own areas 
of strength. The trick is to find the battery that is the 
best match for your particular situation. 


Access 

Author: Shari Prange, Electro Automotive, PO Box 
1113-HP, Felton, CA 95018-1113 * 831-429-1989 
Fax: 831-429-1907 * shari.prange@homepower.com 
www.electroauto.com 


Ni-Cds: Lou Magnarella, Saft America, 711 Industrial 
Blvd., Valdosta, GA 31601 * 912-245-3015 

Fax: 912-247-8486 
louis.magnarella@saftamerica.com 
www.saftamerica.com 


Ni-MH & Li-lon: Corey Bowman, Saft America, 
Advanced Technology Division, 107 Beaver Ct., 
Cockeysville, MD 21030 * 410-771-3200 

Fax: 410-771-0234 * corey.bowman@saftamerica.com 
www.saftamerica.com 


Energy Conversion Devices, 1675 W. Maple Rd., Troy, 
MI 48084 * 248-280-1900 * Fax: 248-280-1456 
ovonic@aol.com * www.ovonic.com tat 
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417-623-8333 

email: “ae 
mktbd@epi-tech.com ~~—_ 
or visit our web site: 

http: //www.epi-tech.com 


EAGLE-PICHER TECHNOLOGIES, LLC 
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P.O. BOX 47 * JOPLIN, MO 64802 


nd Over 50 exhibit booths 
oe more than 
30 workshops 
‘y included with 
Annual Z ) fair entry! 
V Pre-fair grid- 
}) intertied system 
installation 
workshop! 
7 Your Energy Fair 
py ww) ae for the Northwest 


IVE: ¢i A = AB | sjde Fe E~ and Inland West! 
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“Jely 29-30, 2000 
Grant Gounby Fai roses 


john © Day, @ 


for more information contact: SolWest/EORenew, PO Box 485, Canyon City, OR 97820 
541-575-3633, email: solwest@ eoni.com, website: www.eoni.com/~solwest 
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Specializing in Solar Electric Power Systems Worldwide! 


Photovoltaic (PV) Panels Retail Sale Price 
BP 275 (75 Watt) $499 $369 
BP 585 (85 Watt laser-grooved) $650 $415 
10+ panels BP 75W @ $360 each, 20+ panels BP 75W @ $350 each 
Free Shipping on 10 panels 48 States / Free Shipping 20 panels 50 States 


Astro 120 Watt Solar Panels $849 $560 
Free Shipping on 20+ Astro 120 W 


Nwo.Seas= Call for Two Seas Universal PV Mounting Structures 


Southwest Windpower Wind Generators Retail Sale Price 
Sunn Winpwn AIR 403, 12 & 24V Land (400 W) $595 $529 
als AIR 403, 12 & 24V Marine (400 W) $845 $749 


With 25 years of experience, |, Borna 
y oe | y Regulators/Controllers Retail Sale Price 


offers you a complete line of windturbines, winucncares Trace C 40 (40 amp 12-24-48 VDC) $195 $149 
from 60 W to 12 Kw, | Trace TC-60 (60 amp 12-24-48 VDC) $329 $229 
Inverters Retail Sale Price 
Juan y David Bornay, S.R.C. wien 12S 282 ore es 
P.O. POE TG © EAS 20 CASTALLA (ALICANTE) SPA See ; 
Thi da as Acre ce er re Trace DR 1512 (mod sine) $990 $725 
WEBSITE: www bornay, con Prices do not include shipping or sales tax if applicable. 
e-mail: bornayitbomay.com Phone: 702-914-8031, FAX 702-914-8032 
TOLL FREE USA 1(888) SOLAR4U (765-2748) 
Email: rvsolar4u@aol.com + Web Site: www. rvsolar4u.com 


We accept Visa, MasterCard, American Express, Discover, and Electronic Checks 
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You Can't Always Rely on the Grid 


But you can always rely on Rolls batteries. 


You have invested in an alternative energy generating system. 
Make sure your battery is not your weakest link. Insist on 
North America’s best deep-cycle battery... Rolls. 
¢ Dual-container construction eliminates potential leaks, stray 
Current, and decreases maintenance 


e Unsurpassed cycling due to the most dense active material in 
the industry 
¢ Modular construction for easier installation 


e Average life expectancy is 15 years - Warranted for 10 years 


Vi2kls 


BATTERY ENGINEERING 


1-800-681-9914 


Surrette Battery Company Ltd., Springhill, NS, Canada, BOM 1X0 
www.surrette.com e-mail: jds@surrette.com 


Dealerships 
Available 


& 


GenSun, Inc 10760 Mendalttiad, Lucene Valley, CA 92356 - (760) 248-2689 - salar@gensun.com 
LEADERSHIP In ALTERNATIVE ENERG ¥ 


INTEGRATED SoOtAR ELECTRIC SYSTEMS 
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Available Now! Only $25 (outside USA add $10 for air-mail shipping) 


THE NEW 
ELECTRIC VEHICLES 


A Clean & Quiet Revolution 
by Michael Hackleman 


Journey into the world of conversions, 
scratchbuilts, human-electrics, solar cars, 
electrathon racers, planes & boats—all powered 

with electricity. 


272 pages of EV technology, 465 photographs 
(over half in color), and detail on 65 vehicles. 
Includes 115 technical design and construction 

sidebars. 


To order Call: 300-707-6585 


Outside USA call 541-512-0201 ¢ Fax: 541-512-0343 


or write to: 


eee — Home Fower Publishing ea oat - 
Electric ! . PO Box 275 ¢ Ashland OR 97520 le SR, 


Avoid the crazies 
by keeping your 
subscription up 
to date. The last 
issue of your 
subscription is 
printed in plain 
English on your 
mailing label. 
Check your 
mailing label and 
renew your 
subscription in 
the safety of 
your own home! 


Photo by Steen Hansen 
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SSOP Meee? e 


Waking > \ Fostitwte face 


the Northland to f Ken ewab le Ea Ener, 
Renewable Energy & 
Sustainable Living! 


Bringing the finest in technology, equipment, and 
knowledge to the northern midwest 


GREAT NORTHERN SOLAR 


Route 1 Box 71, Port Wing, WI 54865 (715) 774-3374 


; wooo ||SOlar Pathfinder 
. DaVv-25, 50, 100 Amp 
+ 38-64 Ibs. = The Best Tool For Solar Site Analysis 
+ Overload Protection LE = j 
+ Regulated Output === 4 * Easy to Use 
+ Safety On/Off Switch = * Fast & Accurate 
> eeenese ran oeeen => —-— | %* Diagrams from 0-66° N & 0-49° S 
available-some models : ; ; ; 
+ OHV engine option ay * Pathfinder with metal case & tripod 
available-some cad in $210, Handheld $135 (+ shipping) 
+ We also make a high 
quality OHV, all copper | 65500 Solar Rd., Dept. HP mm 
1346 W- Pa ee IN 46701 winding, brushless, r 4 Montrose, CO 81401 ms 
Phone 219-636-2099 3KW AC generator, \, | Phone & Fax 970-249-2093 
www.epowerchargerboosters.com _120V or 120/240V “ “ *! pathfinder@dmea.net = va 


A 100% solar electric 
grid tied home. 


‘One of Hellotrope General's testing sites 6 a 100%: Solar electric. 
ond Ged hame which vill receive a chack annually fram San Diega 
Gas and Electric Go..contributing a scar faction to the national 
god, Ye're doing cur share lor everyone's hitire, 


Viel our web site-or call ue tolHree at (0) 552-9938 for Iitereture 
on the Salar Sdabar™ PY drivin hol waster sysiam, Pulse ’Widih 
Modulated (PVM) PY charge controllers and power centers, or 
about our solar powared ingalion coniroes, 


Thea rama means rediability 


HEUOTROPE GENERAL | —-y 
Webs site: wwrw tiot.com [ho a 
Email: halokenedhg? com (-s— 
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EV Tech Talk 


Mike Brown 


©2000 Mike Brown 


| have just bought (been given, inherited) an electric 
vehicle that doesn’t run. How do I get the 
information | need to get it running? 


This is what | call the Lil’ Orphan EV Syndrome. This 
syndrome has three variations. The first variation is a 
home-built conversion. The second variation is a 
product of a “mass conversion” company that has long 
since gone out of business. In the third variation, the EV 
is the product of a small company that produced and 
sold a small number of cars that were built from the 
ground up as EVs, then went out of business. 


Finding the information and parts for these EVs is part 
detective work, part networking, and part just brute 
force brain work, tracing wire and cable circuits by eye 
and with a volt/ohm meter. 


Home-Built Conversions 

With the home-built conversion, your best hope lies with 
the person who did the conversion. If the converter is 
available and able to help, restoring the EV to running 
condition should be fairly easy. 


In the event that the builder of the EV is not able to 
help, your next source of information is any 
documentation that came with the EV. | have seen 
examples of documentation ranging from nothing at all 
to a full notebook covering every aspect of the 
conversion, with full color wiring diagrams. One man 
had even gone so far as to have his wiring diagrams 
laminated in plastic to protect them from damage. 


If all you received with the EV was a tattered envelope 
with a few receipts for the components, you might be 
able to get copies of the original instructions (if any) 
from the component manufacturers. If there’s a receipt 
for a complete conversion kit, and the kit supplier is still 
in business, contact them to see if they can supply you 
with their assembly instructions. 


Another possible source of information is the Electric 
Auto Association. If there is an association chapter 
where the car was converted, somebody there might 
remember the conversion, or even have helped to do it. 
Even if this isn’t the case, the members of a chapter 
near you could be a source of much valuable 
information and help. 
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If you are still stuck with no documentation or wiring 
diagrams, brute force reverse-engineering is your only 
choice. What you will need in order to do this is: 


* Acopy of my Convert /t manual to help identify 
components and get an idea of how a conversion 
should be done. 


Home Power magazine, 67 & 62, for my articles on 
troubleshooting a dead EV. 


An auto-ranging digital multimeter. 


A “project notebook” to record your findings, and any 
notes on changes you might make. 


A box of colored pencils for drawing color-coded 
wiring diagrams in the project notebook after you 
have it all figured out and running. Remember, you 
might not be the last owner of this EV. 


Follow the procedure given in the troubleshooting 
articles. Usually problems in the battery pack are pretty 
evident, such as a bad battery or batteries, an open 
interconnect, or a blown fusible link in the series string. 


In my experience, the place where home converters 
seemed to get the most “creative” is where the car’s 
existing 12 volt electrical system and the high 
voltage/low amperage part of the traction battery pack 
come together. All manner of relays (most of which are 
unnecessary) get inserted to control other relays, which 
in turn control main contactors, voltmeters, and other 
supporting components. About all you can do in this 
area is start at the 12 volt auxiliary battery with your 
multimeter, and work your way through it. Do your 
testing carefully. It’s a jungle under that hood. 


Careful methodical testing of the high voltage and low 
voltage systems and their interface may reveal a simple 
problem that is easily solved. Or it may point to a failed 


The Trans 2 is a decent little neighborhood EV, 
now “orphaned.” 
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component, such as a controller or motor. In addition, 
the troubleshooting process will give you an 
understanding of your EV. 


EVs From a Mass Converter 

If you are searching for information on one of these 
EVs, it helps to know the players. In the late 1970s and 
early ‘80s, around the time of the second “gasoline 
crisis,” there was a big increase in interest in EVs. This 
came from both the general public and the federal 
government, but there was very little interest on the part 
of the major manufacturers. Suddenly, there was a 
demand for EVs, with the majors unable or unwilling to 
fill it. Several small companies were formed to fill the 
demand, and some of them produced conversions that 
are still in use today. 


One company in Texas, Jet Industries, converted Ford 
Courier pickup trucks, Ford Escort sedans, Dodge 
Omni hatchbacks, and those tiny Subaru “vans,” which 
were smaller than VW Bugs. These were well designed, 
well built conversions with state-of-the-art components. 
The documentation consisted of service manuals 
comparable to those issued by major manufacturers, 
with illustrations and wiring diagrams. 


These cars and trucks were sold primarily to 
government and utility company fleets for use in “fleet 
test demonstrations.” After their fleet time was done, 
many of these EVs were bought by members of the 
general public. They were refurbished and upgraded 
with modern components, and are now part of the 
biggest EV fleet of all—the civilian fleet. 


The large number of these cars still in use and the 
excellent original documentation provided with them 
makes information about them easier to come by than it 
is for some of their contemporaries. Again, the local 
chapter of the Electric Auto Association would be a 
good place to look for help. Perhaps the best source of 
information on Jet Industries EVs is Stan Skokan in 
Mountain View, California. Stan has been a dealer for 
Jet EVs for many years, and has refurbished and 
returned many Jet EVs to daily use. For those of you 
reading this who don’t yet have an EV but want one, 
Stan has several like-new Jets for sale. 


The Lectric Leopard is another mass conversion EV 
that is still with us. This EV was a Renault LeCar 
converted by U.S. Electricar Corporation of Athol, 
Massachusetts (remember that name, it comes back 
later). Not as many Leopards were produced as the 
various Jet models, but a lot of them have been 
updated and are still in use. Documentation and circuit 
diagrams are scarce. | have a one-page wiring diagram 
for the version with an SCR speed controller, and a five- 
page explanation and test document for the SCR 


EV Tech Talk 


controller. | also have a wiring diagram and instructions 
for upgrading the car with a Curtis/PMC controller. 


There were other mass converters during this period, 
but their output was so low that finding or recreating 
documentation and wiring diagrams for any surviving 
cars would be similar to the process for home-built 
conversions mentioned above. 


Same Song, Second Verse 

The early 1990s saw another surge of interest In EVs 
brought on by environmental concerns, the introduction 
of the Impact EV by General Motors, and worries about 
gasoline supplies brought on by the Gulf War. This time 
the demand for EVs came mostly from the general 
public, with less attention from government and utility 
fleets. 


This change in the market brought about the founding 
of many custom conversion businesses doing one-off 
conversions for private owners. Some of these ventured 
into mass conversion on a smaller scale than previous 
companies. Levels of standardization and 
documentation varied widely. Orphan cars from these 
converters should be approached like home-built 
conversions, as described above. 


One company in California, Solar Electric Engineering, 
started out in the EV industry refurbishing used EVs. 
These included several Lectric Leopards it acquired 
when it bought the assets of U.S. Electricar, along with 
the rights to the name. In addition to playing the name 
game (it went from Solar Electric Engineering to Electric 
Motor Car Corp to U.S. Electricar), the company 
converted Pontiac Fieros, Ford Escorts, and in the last 
round of conversions, Geo Prizms and Chevy S-10 
trucks. 


| have worked on several of these EVs and assisted by 
phone, email, and snail mail in the troubleshooting and 
repair of several others. But | have yet to see any wiring 
diagrams or documentation. They may be out there 
somewhere, but | couldn’t find them. 


Solar Car Corporation in Florida did quite a few one-off 
conversions for individuals, and toward the end of its 
existence did a run of S-10 trucks for fleets. | have only 
seen some early documentation from them, and there 
wasn’t much to it. Maybe the fleet conversions came 
with more detailed information. 


Eco Electric in Arizona built a run of very nice S-10 
pickups with documentation to match. If the information 
package stayed with the truck, you should have no 
trouble reviving it. 


There is one bright note in all this list of the dear 
departed EV companies. The most successful of all the 
mass converters is Solectria in Wilmington, 
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Massachusetts. They have been converting Geo 
Metros into Solectria Forces for many years for both the 
civilian and fleet market, and have moved on to other 
types of vehicles. All their EVs are fully supported in 
parts, service, and technical information. 


The amount of effort involved in reviving a mass- 
converted EV varies from simply following the book for 
a well-documented conversion, to tracing one circuit at 
a time as you would for an undocumented home-built 
conversion. 


Mass-Produced Purpose-Built EVs 

This section could almost be dedicated to one EV, the 
Sebring Vanguard Citicar. With over 2,000 Citicars built, 
it is probably the most recognized EV in existence, with 
the possible exception of the GM Impact/EV1. Built in 
Sebring, Florida by Bob Beaumont in the 1970s, it has 
an almost cult status among EV enthusiasts. 


The good news for those true believers is that Bob 
Beaumont was an experienced new and used car 
dealer at the time he started building the Citicar. This 
automotive experience produced a complete 
documentation package for each of the dealerships that 
he set up to sell the EV. The package included a parts 
book, a service manual (complete with job descriptions 
and the flat rate time allowed for each job), anda 
complete set of wiring diagrams. This information has 
survived the years in several hands (mine included), 
and is copied and distributed as and where needed. 


The Citicar became the Comuta-car after the assets of 
Sebring Vanguard were purchased by Commuter 
Vehicles, Inc. The Comuta-car and a variation called 
the Comuta-van, which was aimed at a US Post Office 
contract, were produced in smaller numbers, and | have 
never seen any documentation for these vehicles. 


There are several other orphan EVs such as the 
Tropica (another Bob Beaumont project), the Trans 2 
neighborhood car, and no doubt others | missed as they 
went by. Keeping up with the EV world is hard, but help 
is available on the Internet. 


Recently | got a call from a woman who had a dead 
Trans 2. The dealership that sold it to her would no 
longer work on it because the Trans 2 company had 
gone out of business. My first step toward fixing this EV 
was to post a request for information on the Electric 
Vehicle Discussion List on the Internet. Within two days, 
| was told that the assets of the Trans 2 company had 
been bought by Global Electric Motors, and was given a 
URL (Web site address) for the company. A trip to the 
Web site gave me an email address, which led to a 
phone number and some very helpful people who gave 
me advice and sent a wiring diagram. The dead Trans 2 
will be back on the road soon. 


The Destination Is Worth The Trip 

Reviving a dead orphan EV can be a hard, dirty, and 
often expensive job. Having the right information can 
give you a place to start and a path to follow. 


| have a collection of EV service information that | have 
gathered throughout my years in the EV business. It 
covers many EVs, including the Jet Industries Electrica, 
Sebring Vanguard Citicar, Lectric Leopard, and many 
others. | also have instruction sets and wiring diagrams 
covering the installation of Curtis/PMC controllers in 
some of the older cars to replace out-of-date control 
systems. 


So if you have an orphan EV you need help with, 
contact me. If it is a Jet Industries car, get in touch with 
Stan Skokan. If you are online, subscribe to the Electric 
Vehicle Discussion List (it’s free) and post a request for 
help. If you are not online, contact me and I'll post your 
request for you. 


Most orphan EVs are worth reviving. With the help that 
is available out there, it can be an interesting project 
that ends with you behind the wheel of your own 
electric vehicle. 


Access 

Mike Brown, Electro Automotive, PO Box 1113-HP, 
Felton, CA 95018-1113 » 831-429-1989 

Fax: 831-429-1907 « mike.brown@homepower.com 
www.electroauto.com 


Electric Auto Association, PO Box 6661, Concord, CA 
94524-1661 * 510-814-1864 * www.eaaev.org 


Stan Skokan, Electric Vehicles Inc., 2736 Winfield Dr., 
Mountain View, CA 94040-4445 + 650-964-3974 


Electric Vehicle Discussion List 
www.madkatz.com/~mikt/ev/evlist.html 


Solectria Corp., 33 Industrial Way, Wilmington, MA 
01887-3433 * 978-658-2231 * Fax: 978-658-3224 
sales@solectria.com * www.solectria.com 


Global Electric MotorCars, L.L.C., 3601 7th Ave. NW, 
Fargo, ND 58102 * 888-871-4367 or 701-232-2500 
Fax: 701-232-0600 * global@gemcar.com 
www.gemcar.com ie 
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“First-rate history, excellent 
writing, great storytelling...” 
—Neville Williams, SELCO 


FROM SPACE TO EARTH 
The Story of Solar Electricity 
John Perlin 
From Space to Earth, by the author 
of the critically acclaimed A Forest Journey and co-author 
of the solar classic A Golden Thread, tracks the evolution of 
photovoltaics, the direct conversion of the sun’s energy into 
electricity via solar cells. 


From shaky 19th-century beginnings, to high-visibility 
success in the space program, to our increasing—and 
largely unrecognized—reliance on this subtle, silent energy 


source, John Perlin tells the true and amazing story 

of the technology and the truly amazing individuals who 

brought it to light. Details current advances, and examines 

applications in both the developed and developing world. 
From space to earth. From Mali to Manhattan. 


From the mountains to the oceans. From the utility to your roof. 
The history of photovoltaics. 


“An important contribution on the eve of the ‘solar century.’” 


Available for $35 postpaid from aatec publications 
ISBN 0-937948-14-4 240 pages 125+ illus. hardcover July 1999 $32 


To order, or for more information, contact aatec publications 
800.995.1470 voice or 734.995.1470 © 734.995.1471 fax 
aatecpub@mindspring.com 

PO Box 7119 Ann Arbor MI 48107 


Visa/MasterCard/American Express accepted. aa ec 


WE WROTE THE BOOK ON 
ELECTRIC CAR CONVERSIONS 


CONVERT IT How-To Manual 
by Michael Brown with Shari Prange 


Expanded & Updated 3rd Edition 
$30.00 tax & postage included 


“We built Mr. Brown’s car, 
and we won.” Bruce Burk, 
St. Johnsbury Academy, 
1991 American Tour de Sol 
Open Class Winner. 


=] ELECTRO AUTOMOTIVE 
7\) POB 1113-HP, FELTON, CA 95018 


Reliable People ... 
Reliable Products... 
Reliable Power 


SunWize Technologies is looking 
for experienced solar dealers who 
want to be a member of our team. 
Our dealer program includes: 


¢ Technical support 

¢ Training seminars 

* Cooperative advertising 
¢ Lead distribution 


¢ Large product inventory 
for same day shipping 


¢ Complete catalog and 
design guide 

We pride ourselves in supporting our 

dealers with personal attention. Call 

our Dealer Sales Manager if you are 

interested in becoming an authorized 

SunWize representative at: 

1-800-232-7652. 


Visit our website at: 
| www.sunwize.com 


i SunWize uses Siemens’ high- 
Siemens Solar malty solar modules which 


PowerPro iver, 
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Take the Guesswork Out of Power Measurement 


easy to use 
reliable 
accurate 


affordable 


Things that Work! 
Home Power #67 


Richard Perez, in his review of the 4-1850 
Brand Digital Power Meter for Home Power, 
said, “This is the first time that I have 
wished for more than two thumbs, ‘Both 
Thumbs Up!’” 


BRAND DIGITAL POWER METER 


¢ Measures overall power consumption and cost of operation. 


¢ Use to measure 117 VAC circuit loads up to 1850 watts and 
determine sizing requirements for backup power supplies and 
circuit protection. 


¢ NEW! Snap on current Transducers now available! Ratings from 
500 watts to 10,000 watts. 


¢ Brand Electronics ships customized units on a routine basis. 
We welcome an opportunity to discuss your power measurement 
applications; AC or DC; any voltage, current, or plug configuration. 


Call today! To order, call toll free 24 hrs. 


1-888-433-6600 


http://www.brandelectronics.com 


New Product Announcement 
Mark IV- 20 Amp [| jogbs 

Solar Regulator e 

Extend botters life by ¥v 

Digital voltage & current n 

disploy flips every 10-15 sec. Sa : 


proalecting batteries fram 

overcharge 

Coler battery voliage gauge & = — 
She Fires 


20 Amp coposcity (four to ; a ae rls 
live solor medules] faberes 


3 year 
warranty 


SOLTEK provides o full 
ronge of olfernotive 
energy product 


TEK 


A er LE 


@2 - 745 Wonolmon fevers 
Vitoria, UC, WE mk 
Wie bed ee vmartion sian yb 
E-moit: solipgealigkee 
fageperdant! anergy soleffons since 1996 Conodian Toll Pree: 1-400- 687-4537 


US distributer & deoler 


inquires welcome 


Call:1-250-727-7720 
Foam: 1-250-727-2135 


Model 4-1850: Watts, kW-hrs, User Cost, & Average Monthly Cost. 


Model 20-1850 and 20-1850CI: Watts, kW-hrs, User Cost, Average 
Monthly Cost, Amps, Volts, Power Factor, Vars, V-A, & Peak Watts. 


Model 21-1850CI: Data logging unit with Model 20 capability plus on 
board memory to accumulate data over prolonged periods for 
download to computer. 

Price: 4-1850 = $149.95, 20-1850 = $249.95, 20-1850CI = 
21-1850CI = $349.95 


Price includes domestic shipping and handling. CI = Computer Interfacing: 
includes RS-232 interface, cable and software. Maine residents add 5.5%sales tax. 


==- Brand Electronics G2 


421 Hilton Rd., Whitefield, ME 04353 
For information only, call 207-549-3401 ¢ Fax 207-549-4568 
email: info@brandelectronics.com 


$299.95, 


ELECTRIC VEHICLE 


COMPONENTS, CONVERSION KITS, PUBLICATIONS, VIDEOS, 
AND ENGINEERING DESIGN SERVICES FOR THE EV 
HOBBYIST AND MANUFACTURER...AIl components selected 
with safety and reliability foremost in mind....We stock and sell the 
largest variety of the very best: 


@ ADVANCED DC Motors in 9 variations from 2 HP to 28.5 HP 
¢@ CURTIS-PMC Controllers, Throttle Potboxes, Footpedals 

@ ALBRIGHT ENG. Main & Reverse Contactors in 6 models 
@ GENERAL ELECTRIC & HEINEMANN Circuit Breakers 

¢ BUSSMAN Safety Fuses from 200 to 800 amps 

¢ DC-DC Converters from 48 to 200 V input 

¢K&WENG. & BYCAN Battery Chargers from 48 to 144 V 
¢ Full line of CURTIS, WESTBERG, & KTA Meters & Gauges 
¢ DELTEC Meter Shunts from 50 to 1000 A 

« EVCC Adapter Plates, Couplings, Clamps, & Brackets 

¢ PRESTOFLEX Welding Cable, MAGNA Lugs, Assy. Tools 
¢ CONVERSION KITS for vehicles from 300 to 5000 Ibs. 

¢ Complete ELECTRATHON Drive & Instrumentation Pkg. 

¢ 4 Complete GO KART kits...for up to 90 mph.. 


TA SERVICES INC. 


COMPONENTS & PUBLICATIONS CATALOG........ $5.00 
Electric Vehicle components and systems since 1984 
944 West 21st Street — Upland, CA 91784 USA 
Tel: (909) 949-7914 — FAX: (909) 949-7916 
Web: www.kta-ev.com 
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BECAUSE SAVING RESOQURGES IS IIMWIRORUANTT 
V, =) u 
VO VOU, SUANSISR OFFERS Urls MOST SIFFIGIENT 
u =) 
WIASIFIER AAWAIIUASILS. 
¢ The Staber System 2000 is the only top loading tumble action washer 
made in the U.S., using just 135 watt-hours per load 
¢ Uses 67% less water (great for wells & septic sytems) 
¢ Uses 50% less energy because of heating less hot water 
¢ Does not void warranty by using alternative power 
* Operates on modified sine-wave inverters 
¢ Saves 75% of detergent costs 
* Can pay for itself within two years 
¢ Patented tub design forces water through clothes to clean better 
¢ Total front access for easy maintenance . ry 
¢ No transmission or agitator (more gentle on clothes) “A Revolution® 
¢ Extracts more water for less drying time Way to Was 
* Double stainless steel inner and outer tubs 
¢ Larger capacity due to more usable tub volume 


e Awarded ‘Best of What’s New’ by Popular Science and named as a 
‘Best Buy’ in Consumers Digest 


For more information: ’ , — = 
i i 
1-800-848-6200 {( g.) SIABER +, ax 
Staber Industries ey SysTeMeooo ~=€ ‘Greg yey 
4411 Marketing Place, Groveport, OH 43125 ‘ee = 

www.staber.com Things that Work! The Symbol for Energy Efficiency 


Shown with front panel removed. 


Are Alternative Energy Prices Turning Your Budget 


éNMOG 3GiSdn 


At Solar On Sale our one and only goal is to put alternative energy products 
in the hands of the masses, where they belong, for the lowest prices possible! 


Trace SW4024 $2279.00 Kyocera KC80 PV $366.00 
Heart 2 KW w/ Charge $719.00 Staber Washer $1149.00 
ProSine PS 2.5-12 $1739.00 BP 75 watt PV $350.00 
ProSine PS 3.0-12 $2099.00 Air 403 Wind Generator $499.00 
Trace DR3624 $1099.00 Prosine 1000 Inverter $599.00 
Kyocera KC120 $549.00 Danby Propane Fridge $859.00 
Trace PP-SW4024/S $3299.00 Vector 600 Inverter $109.00 
Trace DR1512 $699.00 Kyocera KC60 PV $285.00 
Photowatt 75 watt PV $315.00 Photowatt 95 watt PV $395.00 
BP-585 Laser Grooved PV $429.00 Solar Boost 50 MPPT $279.00 


SOLAR ON SALE 
Toll Free 1-888-64-SOLAR (7s, === 


BP SOLAR hitp://www.solaronsale.com 
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Renewable Energy Terms 


Photovoltaic Cell— 
Semiconductor device 
that converts light 
into electrical energy 


lan Woofenden 


©2000 lan Woofenden 


Derivation: “Photo” is from Greek “phos, photos’—of or 
produced by light. “Voltaic” is from “volt,” named after 
Alessandro Volta—producing electrical pressure or 
voltage. 


A photovoltaic (PV) cell directly converts light energy 
into electrical energy. It is /ight from the sun—not heat— 
that is used; crystalline cells are actually more effective 
when cool. Each cell develops about half a volt of DC 
electrical potential. The maximum amperage of the cell 
is proportional to its surface area. We most often see 
series strings of about 36 cells put together to charge a 
12 volt system. We call these “modules” or “panels.” 


The photovoltaic effect was first discovered in the late 
1800s. Scientists noticed that light shining on crystalline 
selenium produced a current. Later, researchers found 
that silicon was more effective as a base material. In 
our present day PVs, the silicon is doped with boron, 
phosphorous, gallium, arsenic, or other materials. This 
creates loosely bound electrons, easily liberated by 
incoming photons (energized light particles). It also 
forms the “p-n junction,” a region that naturally pushes 
those freed electrons through an electrical circuit to do 
useful work. 


The photovoltaic cell is overlaid with a grid of 
conductive wires which are connected together and 
eventually go to the battery terminals or the load. When 
the photons bump the electrons through the p-n 
junction, the electrons follow the rest of the circuit set 
up by the wires and battery. 


Hugh Piggott says PV is “the energy shortcut—from the 
source to the ultimate goal in one conversion.” There 


are no moving parts in this beautiful system. Only the 
photons and electrons move, and there are plenty of 
them to go around. One of my favorite demonstrations 
of this technology is the pump in the bucket. Connect a 
small PV module to a bilge pump that’s in the bottom of 
a five gallon bucket full of water. Put the PV in the sun 
and watch the pump run. I’ve enjoyed seeing young 
children, scientific folk, and even my local backhoe 
operator become excited about PV’s potential after 
seeing this simple demonstration. 


One closing note on the word: While we in the industry 
are very comfortable saying “photovoltaic” and “PV,” the 
terms seem mysterious to many people. | think it’s often 
better to say “solar-electric” when speaking to the 
uninitiated. When we say “solar panels,” lots of people 
think of solar thermal panels, an entirely different 
technology which gathers the sun’s energy in the form 
of heat. “Solar-electric” is a much easier phrase for 
most people to understand, and it clearly distinguishes 
the two different technologies. 


Access 

Author: lan Woofenden, PO Box 1001, Anacortes, WA 
98221 * Fax: 360-293-7034 
ian.woofenden@homepower.com 


Integrate Your Balance of System 


New PC250 & PC500 
Power Centers from: 


Teace 


UL Listed PC250 & PC500 Power Centers Include: 


@ Single or Dual 250 Amp Inverter / Battery Main Breaker 
@ DC Rated Photovoltaic Array Input Circuit Breaker 

@ AC Section with Input / Output / Bypass Breaker 

@ 60 Amp PWM Photovoltaic Array Charge Controller 


Trace Inverter / Power Center Combo Packages Now Available! 
Call ETA Engineering Toll-Free at 1-877-964-4188 
or visit us on the web at: www.etaengineering.com 


E T A RENEWABLE ENERGY SYSTEM 


ENGINEERING © DESIGN & DISTRIBUTION 


2010 E. University Dr., #11, Tempe, Arizona, 85281 
Toll-Free: 1-877-964-4188 Fax: 1-480-966-1516 
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The Return of the PV BULK BUY 
Better than best prices 
Let’s get together and buy a megawatt or two 


www.solarsolar.com 


Ready to buy PV now? Expert information and best prices on quality PV modules, inverters 

and complete systems. For details visit our web site at www.solarsolar.com or email 
joeldavidson@solarsolar.com or send a self addressed stamped envelope to SOLutions 

in Solar Electricity, P O. Box 5089, Culver City, CA 90231 or call Toll Free 1-877-OK SOLAR IPP 
(877-657-6527). MEMBER 


BOOST YOUR SOLAR OUTPUT WITH SOLAR BOOST™ 50 
3 New MPPT Controller by RU Power Products 


Patent Pending Technology can extract more charge current from your PV array. Stop throwing away that 
extra power - let our Maximum Power Point Tracking (MPPT) controller deliver up to 30% more 
current to your batteries. 
Built on the same technology as the Solar Boost™ 2000 (featured in Home Power #73, “Things That Work”). Solar Boost 50 is a 
12/24 V photovoltaic charge controller capable of delivering 50 amps of output current. It includes an advanced automatic 
three stage charge control system, electronic current limit, and an equalization mode. An optional user friendly digital display 
can be built in, as a remote or both. Manufactured by RU Power Products and offered by a large network of quality 
distributors and dealers. Call us today for information or a dealer near you. 


RVpower PRopacts PRODUCTS 800-493-7877 or 760-944-8882 


| PROVIDING ELECTRICAL INDEPENDENCE | 1058 Monterey Vista Way, Encinitas CA 92024 
Visit our web site at www.rupowerproducts.com or e-mail to info@rupowerproducts.com 


for goluine dlecaunits S Uu Nn Li ne So la i Starting at $29.95 


Phone 1-800-886-4762 - Fax 717-351-0383 


We manufacture | i - 
é I v4 


stainless steel 
PV mounts 
Visit our web site: 
www.sunlinesolar.com 


4052 Ridge Road 
#s Gordonville, PA 17529 
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Homebrew 


Pulse 
Width 


Modulator 
for 12 and 24 Volt Applications 
G. Forrest Cook 


pulse width modulator (PWM) is a 

device that may be used as an 

efficient light dimmer or DC motor 
speed controller. The circuit described 
here is a general purpose device that 
can control DC devices which draw up 
to a few amps. 


~~ | 
Homebrew 


©2000 G. Forrest Cook 


The circuit may be used in 12 or 24 volt systems with a 
few minor changes. This device has been used to 
control the brightness of an automotive tail lamp, and 
as a motor speed conirol for small DC fans of the type 
used in computer power supplies. 


Pulse Width Modulation 

A PWM circuit works by making a pulsating DC square 
wave with a variable on-to-off ratio. The average on 
time may be varied from 0 to 100 percent. In this way, a 
variable amount of power is transferred to the load. The 
main advantage of a PWM circuit over a resistive power 
controller is the efficiency. 


At a 50 percent level, the PWM will use about 50 
percent of full power, almost all of which is transferred 
to the load. A resistive controller at 50 percent load 
power would consume about 71 percent of full power; 
50 percent of the power goes to the load, and the other 
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21 percent is wasted heating the dropping resistor. The 
PWM circuit will typically waste well under 1 percent of 
the power, depending on the load current. It takes a 
constant trickle of power to operate, so the efficiency 
improves with higher power loads. 


Advantages 

Load efficiency is almost always a critical factor in 
renewable energy systems. An additional advantage of 
pulse width modulation is that the pulses are at the full 
supply voltage and will produce more torque in a motor 
by being able to overcome the internal motor 
resistances more easily. A resistive speed control will 
present a reduced voltage to the load, which can cause 
stalling in motor applications. Finally, in a PWM circuit, 
common small potentiometers may be used to control a 
wide variety of loads, whereas large and expensive 
high power variable resistors are needed for resistive 
controllers. 


Disadvantages 

The main disadvantages of PWM circuits are the added 
complexity and the possibility of generating radio 
frequency interference (RFI). RFI may be minimized by 
locating the controller near the load, using short leads, 
and in some cases, using additional filtering on the 
power supply leads. 


This circuit has some RFI bypassing in the form of a 
capacitor (C3) across the load, and produced minimal 
interference with an AM radio that was located under a 
foot away. Radio interference was undetected at 
greater distances. If additional filtering is needed, a car 
radio line choke may be placed in series with the DC 
power input. Be sure not to exceed the current rating of 
the choke. 


Theory 

The PWM circuit requires a steadily running oscillator to 
operate. U1a and U1d form a square/triangle waveform 
generator with a frequency of about 400 Hz. Uic is 
used to generate a 6 volt reference voltage which is 
used as a virtual ground for the 
oscillator. This is necessary to allow 
the oscillator to run off a single 
supply instead of a +/- voltage dual 
supply. 


U1b is wired in a comparator 
configuration and is the part of the 
circuit that generates the variable 
pulse width. A comparator is a circuit 
in which the op-amp’s output is true 
or false depending on whether the 
voltage on the op-amp’s plus input is 
higher than the minus input (true) or 
vice versa (false). U1b pin 6 
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Pulse Width Modulator Specifications 


Item 


Specification 


PWM frequency 


400 Hz 


Maximum current with IRF521 FET 


9 Acontinuous, 27 A peak 


Maximum current with IRFZ34N FET 


26 Acontinuous, 100 A peak 


PWM circuit current 


(1.5 mA at 12 V with no LED and no load 


Operating voltage 


|12 or 24 V, depending on the configuration _ 


LED1 is optional and gives a 
variable brightness response 
to the pulse width. Capacitor 
C3 smooths out the 
switching waveform and 
removes some RFI. Diode 
D1 is a flywheel diode that 
shorts out the reverse 


receives a variable voltage from the R6, VR1, R7 
voltage ladder. This is compared to the triangle 
waveform from U1d pin 14. When the waveform is 
above the pin 6 voltage, U1 produces a high output. 
Conversely, when the waveform is below the pin 6 
voltage, U1 produces a low output. By varying the pin 6 
voltage, the on/off points are moved up and down the 
triangle wave, producing a variable pulse width. 


Resistors R6 and R7 are used to set the end points of 
the VR1 control. The values shown allow the control to 
have a full on and a full off setting within the travel of 
the potentiometer. These part values may be varied to 
change the behavior of the potentiometer. 


Q1 is the power switch. It receives the modulated pulse 
width voltage on the gate terminal and switches the 
load current on and off through the source-drain current 
path. When Q1 is on, it provides a ground path for the 
load. When Q1 is off, the load’s ground is floating. Care 
should be taken to insure that the load terminals are not 
grounded or a short will occur. The load will have the 
supply voltage on the positive side at all times. 


The controller with a DC muffin fan. 
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C2-C5 0.1 uF ceramic disc capacitor, 50 V 

~ RI-R4 100 K 1/4 W resistor 

R5 47 K 1/4 W resistor 
~ R6-R7 3.9 K 1/4 W resistor 

R8 2.7 K 1/4 W resistor 

VR1 10 K linear potentiometer 

F1 3A, 28 VDC fast-blow fuse 

$1 | toggle switch, 5A 


voltage kick from inductive 
motor loads. In the 24 volt mode, regulator U2 converts 
the 24 volt supply to 12 volts for running the PWM 
circuit. Q1 switches the 24 volt load to ground, as it 
does for the 12 volt load. See the schematic for 
instructions on wiring the circuit for 12 or 24 volts. 


At the 1 amp current level, no heat sink is needed on 
Q1. However, if you will be switching more current, a 
large heat sink is mandatory. Q1 may be replaced with 
a higher current device such as an IRFZ34N. All of the 
current handling devices, switch S1, fuse F1, and the 
wiring between the FET, power supply, and load should 
be able to handle the maximum load current. 


To prevent shortening the life of the FET, it is advisable 
to run the circuit below the maximum rated current. 
Eighty percent of maximum is a safe range to work 
with. Inductive loads such as motors have huge peak 
current ratings, and exceeding the ratings of the FET 
will guarantee part failure. Take into account the 
maximum current for the motor when it is stalled. High 
power motor controllers require extra clamping circuitry 
for reducing high voltage spikes. This is usually done 
with zener diodes across the FET D-S terminals. 
Information on such circuitry is beyond the scope of this 
article—consult the data sheets from the FET 


manufacturer (International Rectifier Corp, 
www.irf.com). 
PWM Parts List 
U1 LM324N quad op-amp 
U2 | —78L12 12 V regulator 
Q1 IRF521 N channel MOSFET 
: D1 | 1N4004 silicon diode 


LED! Red LED (any kind should work) 
C1 0.01 uF ceramic disc capacitor, 25 V 


117 


Homebrew 


PWM Schematic 


HA One Ti #24! 
@ nm Lit | a 
ee 


12 or 24 DC Pulse Width Matulator = i 
(0) 1999 G. Forest Cook a 


Alternately, the “dead-bug” 
construction method may be used. 
The name “dead-bug” comes from 
the appearance of the circuit board, 
with chips and parts strung together 
at random angles. This involves 


ae Nr a e| SEEN oh ~ Te or24 taking a piece of blank copper PC 

II ’, — e | WC fp : : 
re Re i a" BE =P r= P board, gluing a wire-wrap IC socket 
3) ia ree ‘‘ his 3 to the board with five minute epoxy, 
[Rs | Fa VANS Pula ie ; then soldering all of the parts to the 
ie 3 Oscibalo ythet Tot Tew ‘be wire wrap pins. Grounded pins can 
Res i om x) & = Lond be soldered directly to the copper 
nied | _ en | ie = board. No alignment should be 

| day “ia N necessary with this circuit. 
oo to] 4 ( | me} a1 The PWM component locations 
sal af —— at 5 ues Hy pictorial is shown from the parts 
fg Ne eee REE 1 side—solder on the other side of the 
ke onl el Ge ains board. The circuit board is for the 
Aes pe ul For 12 operation, short, omit liz, G4, 65 12 volt version of the circuit. It may 
| i ay ||| For 24¥ operation, short J2, omit C2 be used for 24 volts by wiring an 
ol aos external 12 V regulator for the +12 V 
Construction 


The prototype for this circuit was constructed on a 
regular IC proto board, with parts and wires stuck into 

the proto board holes. One version of the finished 
circuit was used to make a variable speed DC fan. The 

fan was mounted on top of a small metal box and the “ 
PWM circuit was contained inside the box. He: 


| built a simple circuit board using a free circuit # 
board CAD program, PCB, which runs on ’ 
the Linux operating system. The circuit re 


board image was printed with a vo 
PostScript laser printer onto a mask v4 

transfer product called Techniks a 
Press-n-Peel blue film. The =” PWM 
printed film is then ironed on.” Circuit Board 


to a cleaned piece of single 
sided copper-clad board. 


The circuit board is etched 
with ferric chloride solution. 
A board pattern is shown at 
right. This may be 
photocopied onto a piece of 
Press-n-Peel blue film. The 
circuit board and parts layout 
are available for download 
from www.homepower.com. 
Holes are drilled with a fine 2 
gauge drill bit, parts are soldered Mi 

in, and the board is wired to the oe 
power and load. This technique is great “SA 
for producing working boards in a short time, oe 
but is not suitable for large numbers of boards. eee 


PWM Component Locations 


R5 R3 
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supply, and moving the parts at the DC load + terminal 
to 24 V power. 


Circuit board connections for CN1 (pin 1 is marked with 
a square): 


1 VR1-low 

2 VR1-high 

3 +12 V power from fused line 
4 VR1-center 

5 Load + 

6 Spare ground 

7 Load - 

8 Ground return for 12 V power 


Use 

This circuit will work as a DC lamp dimmer, small motor 
controller, and even as a small heater controller. It 
would make a great speed control for a solar-powered 
electric train. | have not tried the circuit with larger 
motors. In theory, it should work in applications such as 
a bicycle motor drive system. If you experiment with 
this, be sure to include an easily accessible emergency 
power disconnect switch in case the FET shorts on. 


Keep in mind that the pulse current through DC motors 
will be many times the average motor current rating. 
The FET will be destroyed if its specifications cannot 
handle the full pulse current. FETs may be wired in 
parallel to increase their current. 


CHANGE THE WORLD 


¢ ASE module with integrated 250-watt 
Advanced Energy utility-tie inverter 


¢ Simple installation - no de wiring, 
just connect to your load center 


¢ Affordable - start with one, expand 
in the future without rewiring 

¢ PC monitoring card option 

* UL listed, American made 

With our partner, Advanced Energy Systems, we offer you the 


tools to change the world, wherever you live, on-grid or off. Visit 
us at www.solarvt.com or www.advancedenergy.com 


64 Main Street, Montpelier, VT 05602 
Tel: (802) 223-7804 Fax: (802) 223-8980 
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Wire the circuit for 12 volts or 24 volts as per the 
schematic, connect the battery to the input terminals, 
and connect the load to the output terminals. Be sure 
not to ground either of the output terminals, or anything 
connected to the output terminals, such as a motor 
case. Turn the potentiometer knob back and forth; the 
load should show variable speed or light. 


Access 

Author: G. Forrest Cook, WBORIO, 2910 Carnegie Dr., 
Boulder, CO 80303 * cook@eklektix.com 
www.eklektix.com/gfc/ * PC Board PostScript files: 
www.eklektix.com/gfc/elect/solarcirc/pwm 1/index.html 


Parts: 

Jameco, 1355 Shoreway Rd., Belmont, CA 94002 
800-831-4242 or 650-592-8097 

Fax: 800-237-6948 or 650-592-2503 
info@jameco.com * www.jameco.com 


Digi-Key, PO Box 677, Thief River Falls, 

MN 56701-0677 * 800-DIGIKEY or 218-681-6674 
Fax: 218-681-3380 * sales@digikey.com 
www.digikey.com 


PCB Software « ftp://ftp.uni-ulm.de/pub/pcb/mirror 


Techniks, Inc., PO Box 463, Ringoes, NJ 08551 
908-788-8249 * Fax: 908-788-8837 * www.techniks.com 


RENEWABLE ENERGY SOLUTIONS 


¢« Wind Power 
¢ Microhydro 
¢ Solar 


+ Independent al dl ry HUMAN 
Stems f “majug POWERED 
} 1’ GENERATOR 


Easy to Use 


Economical 
Dependable 
Fun! 


Pedal 

Your Way 

to Energy ll 
Independence! , © 


TEL 802-658-0075 
FAX 802-658-1098 
e-mail: 
info@windstreampower.com 


website: 
www.windstreampower.com 


WINDSTREAM 

POWER SYSTEMS INC. 

PO Box 1604 HP, Burlington, VT 05402 
25 Years in Business 
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Our website has free information on "Using a battery 
monitor to help maintain your battery system, conserve 
energy and troubleshoot problems." the trimetric T-2020 


For beginning or intermediate level, our website 
explains the basics of "volts", "amps", and "amp-hours' 
for people who are new fo electricity. We have 
information on maintaining your batteries and hints on 
minimizing your generator usage. The website also 
describes how the TriMetric measures the energy 
content of your batteries. We list complete TriMetric 
instructions, information on shunts, and trouble- 
shooting meter installation problems. Some files are in 
"Adobe Acrobat" format. Or mail us $1 for postage 
and we'll send it to you the old fashioned way! 


BOGART E NGI N E E RI N G Measures: battery volts, amps, % full (based on 
19020 Two Bar Road, Boulder Creek, CA 95006 amp-hours), battery lifetime total amp-hours, 
highest and lowest battery voltage, days since 
(83 1 ) 338-06 1 6 fully charged, and days since equalized. Mounts 

in standard "double gang" box (optional). 


www.bogartengineering.com Under §200 including shunt. 


AUTOMAGIC BATTERY WATERING 


Ss 
Vari-Fan 


The most versatile 
DC-powered ceiling fan 
ever of fered. 


WE MAKE WATER FROM YOUR GAS See more at our Web site: 


Hydrogen and oxygen battery gas catalytically recombined into pure WWW. £ anwor k s.com 
water and returned to each battery cell. Keeps battery topped off for 
extended periods of time and reduces maintenance costs. Explosive email: info@fanworks.com 
hydrogen gas is virtually eliminated from the battery area. Corrosive 
spray and fumes are contained and washed back into each battery cell. or write: 
Electrolyte kept strong longer, extending the useful power and life of the 
battery. HYDROCAP Vents simply replace the battery’s caps. Battery Ber Je eu Nores 
maintenance is greatly reduced. Write or call for more information. 2173 Rocky Creek Rd. 
» 305-696-2504 Colville, WA, USA 99114 

= roca 975 NW 95 St. Fax (509) 684-5199 

Bh Miami, FL 33150 Dealer Inquiries 1-800-529-6306 
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Power when the sun 


ZOMEWORKS 
B/W on film 
fz years of 
3.4 wide Proven technology 
4.5 high 


Rated 500 Watts 

Only 22 Ibe. (10 kg} 
Rotor Dias 0" (1.5m) 
2 Year Warranty 
Internally Rieaquiated 
High Wind Aypplicatons 


Wind & Sun 


Serving customers around the world for over 20 years 


Partial list of manufacturers 
Astropower - Unisolar - Kyocera - Solarjack & Sunrise submersible pumps - Thin-Lite - Concorde AGM batteries - Siemens - Two Seas Mounts - Solarex 
Deka & Crown batteries - Surrette batteries - Trace - Statpower - Morningstar - BP Solar - Shurflo pumps - Exeltech - TriMetric - Zomeworks 
Southwest Windpower - Solar Converters Inc. - Heliotrope - Delta Lightning arrestors - Dankoff solar pumps - Invertrix — and many others. 


Check our new online webstore at www.solar-electric.com for these and many other specials. 


Siemens SP75 - 75 watts, 25 year warranty: $365 each for box of 2 or more Trace DR3624 3600 watt modified sine wave inverter: $1139 
Kyocera KC120 - 120 watts, 20 year warranty: $579 each Trace DR2424 or DR2412 2400 watt modified sine wave inverter: $995 
Unisolar US64 - 64 watt thin film triple junction: $319 each Kyocera K(80, 80watt, 20 year warranty, $379 
Trace SW4024 or SW4048 4kw sine wave inverter: $2395 BP Solar BP75, 75 watt, 20 year warranty, $369 


All trace SW power panel systems on sale — up to 30% off! 


Prices do not include shipping. We accept all major credit cards. 


Get our set of 3 - Catalog, Solar Design Guide, and Solar Water Pumping Guide for only $7.50 postpaid. 


See our online catalog and complete guides to solar at www.windsun.com 


www.solar-electric.com (online store) 


Northern Arizona Wind & Sun, Inc. 


Phoenix, AZ 2725 E Lakin Dr., Flagstaff, AZ 86004 
888 881-6464 - Fax: 623 872-9215 800 383-0195 - Fax: 520 527-0729 
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Independent Power Providers 


Don Loweburg 


©1999 Don Loweburg 


Still Waiting 


n the last issue, | covered some 

problems with the proposed IEEE 929 

standard, and some related inverter 
issues that were responsible for 
frequent grid disconnects in net-metered 
systems. As that article went to press, 
sources within the IEEE standards 
community assured me, and Home 
Power, that the proposed standard 
would be revised so that inappropriate 
grid disconnects would not occur. 


Well, the standard will be revised as of January, 2000, 
but that doesn’t mean we're out of the woods on this 
issue. Trace is still shipping the old chip, even though 
they know it’s a dud, and that the IEEE has changed 
the standard. They are slow to fix the problem, and 
aren't telling customers what’s up. By shipping the old 
chip, they are setting grid-tied customers up for 
problems. 


PG&E is still requiring the old limits, because the IEEE 
standard has not actually changed yet. They are 
jamming Trace with a requirement they can’t meet, and 
creating barriers by demanding performance that is not 
available. 


This entire brouhaha (see Things That Used to Work, 
HP74, page 122) surfaced in late September, 1999 
when | attempted to install an “upgrade” chip in a grid- 
connected inverter. Feeling confident that Trace 
Engineering had had time to change the chip 


programming to comply with the newly revised IEEE 
929 standard and improve their internal voltage 
calibration, | ordered another chip. Trace customer 
service very quickly sent another chip, but the chip had 
the same programming as the first one, sent two 
months earlier. 


There seems to have been a total disconnect between 
all the conversations I’d had with the engineering, 
marketing, and customer service departments at Trace. 
This astounds me. Though most Trace inverters are 
installed outside California, the service territory of 
PG&E (the local utility) includes over one third of all 
California utility customers. This is not an 
inconsequential market. 


For at least the last four months, none of these 
customers have been able to legally net meter without 
the upgrade chip that is being required by the local 
utility. But that’s a chip that still does not work reliably 
when installed! Customers are being held hostage, 
caught between PG&E and Trace Engineering. What 
would you wager on the percentage of these customers 
who are connecting to the grid anyway? Trace and 
PG&E, congratulations! You are major drivers of the 
guerrilla solar movement in California. 


Guerrilla Solar Goes Global 

Readers of Home Power are aware of the numerous 
methods that utilities have employed to thwart the 
growth of independent power. Methods include blocking 
or limiting the scope of net metering laws, imposing 
expensive and unreasonable technical interconnection 
requirements, requiring high priced liability insurance, 
and bureaucratic stonewalling. 


Against this backdrop, we have witnessed the rapid 
growth of what has become known as the guerrilla solar 
movement. This movement is fueled by utility behavior. 
It should be no surprise that utilities in other countries 
are reacting, predictably, like their U.S. counterparts 
when faced with independent generation. 


The following excerpt from an article in the August- 
September 1999 issue of Photon, a German PV 
magazine, details the emergence of a global guerrilla 
solar movement. The article is titled The Waiting 
Game—Implementing Spain's New Feed-In Regulation 
Faces Obstacles. The author, Michael Schmela, 
describes how Spanish utilities are obstructing the 
implementation of Spain’s rate-based incentive 
program, enacted on December 23, 1998. 


The program supports up to 50 MW of new PV. Here 
are some all-too-familiar points made in that article. The 
author is quoting two Spanish PV project installers: 
“The law does not define the technical specifications for 
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the grid connection.... And with grid connection being a 
new issue to grapple with, each of Spain’s dozen 
utilities requires different standards and regulations....” 


“We connected our PV system to the grid without the 
agreement of the utility...[because] a contract that 
demands the investor to charge per bill, to fulfill 
superfluous security needs adapted to big co- 
generation plants and the installation of four meters— 
one for the inverter’s own consumption, one for 
electricity consumption, one for production, and a last 
one to measure the difference—is ridiculous.” 


And regarding another project; “We are going to install 
ten systems and see how the utility will react.” | believe 
this assertive attitude is exactly what is needed in order 
to confront utility barriers. We could use more of this at 
the institutional level in this country. 


Latest PV Market Statistics 

Strategies Unlimited is a market analysis company that 
collects data on a number of high tech industries, 
including PV. Our company, among many others, 
participated in a recent market survey. In consideration 
of our participation, Strategies Unlimited shared the 
results of that survey with us. With their permission, | 
am sharing those results with Home Power readers. 
Please note that 1999 figures are estimates. 


Wholesale module prices declined 5 percent during 
1998-99, from US$3.99 (per rated watt) in 1998 to 
US$3.79 in 1999. During the same period, U.S. market 
share of global module shipments went up from 13 to 
15 percent. More significantly, the total U.S. module 
market went from 16.6 MW to 24.1 MW. This 
represents a 45 percent increase in the U.S. market. 
Global shipments went from 130 MW in 1998 to 164.4 
MW in 1999, a 26 percent increase. Relatively, the U.S. 
market grew at almost twice the global rate. 


Another view of the U.S. market is provided by data on 
product distribution. In 1998, 70 percent of sales 
occurred through distributors, while the remaining 30 
percent was sold directly by manufacturers. In 1999, 
distributor sales increased 5 percent while direct 
manufacturer sales declined 5 percent. This trend is 
consistent with the growth of a PV infrastructure, 
including companies that design, install, and service 
systems. Having a competent, trained infrastructure will 
remain crucial to the continued growth of the PV 
industry, domestically and globally. 


A final view is provided by examining the U.S. market 
by application type. During 1998-99, industrial 
applications declined 7 percent, grid-connected 
increased 5 percent, off-grid increased 1 percent, and 
consumer applications increased 1 percent. Allowing for 


Independent Power Providers 


the fact that the majority of the grid-connected 
applications are residential rooftop systems and that the 
off-grid consists mainly of water pumping and 
residential, it can be seen that the U.S. market is 
strongly dominated by end user applications. For 1999, 
the total percentages by category are: industrial, 26 
percent; grid-connected, 41 percent; off-grid, 28 
percent; consumer, 5 percent. Almost 75 percent of the 
market is in end user applications. 


What the ? 

The following is quoted from the same issue of Photon 
mentioned earlier. Headline: “BP Solar and Shell Solar 
searching for electricians.” 


“Both BP Solar and Shell Solar began early this 
summer to get electricians and roofers on board to 
install PV systems. These small and medium-sized 
companies [electricians and roofers] are still barely 
involved in the German PV market because nearly 600 
specialized PV installing companies currently cover the 
market. ‘But they won’t address new clientele,’ states 
Gerwin Dreesmann of German BP Solar.” 


If 600 specialized PV installing companies cover the 
market, why the need to recruit installers? Roofers and 
electricians are probably “barely involved” because they 
are not qualified to do the work. Based on my 
experience in the construction industry, roofers are 
probably the least qualified to install PV. 


The only time | hear this line about roofers installing PV 
is when a suited corporate type, who most likely knows 
nothing about construction, is talking about lowering the 
cost of installed PV! Further, the remark, “But they won't 
address new clientele,” implies that there must be more 
PV work in Germany than the 600 specialized PV 
installing companies can handle. | doubt that. 


What is really going on here? Are BP and Shell 
attempting to “restructure” the existing PV industry? 
Perhaps these corporate giants prefer to work with 
“partners” over whom they can exert control. | would 
surmise that the specialized German PV installing 
companies bear many similarities to U.S. installing 
companies. We have independent entrepreneurships 
built on vision, risk-taking, and hard work. These are 
companies used to doing business in a competitive 
environment. 


Perhaps BP and Shell don’t want to work in a truly 
competitive market. | believe these corporations are 
committed to reducing competition. If that is so, all of us 
who have built our companies from the ground up 
should keep a keen eye on the corporate sector and 
make sure that we behave and engage in business 
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practices that truly further our best interests. 
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| Bought My System On the Internet 

and I Need Some Help 

So began Bob’s desperate plea. He may have initially 
imagined the “system” he bought to be plug and play. 
But when the boxes and crates began arriving, and he 
had not a clue as to what they were, Bob knew he was 
in trouble. 


The components weren’t bad name brands. But a lot 
was wrong: The system advertised as capable of 
running a 240 volt AC water pump turned out to be a 
single inverter system. The German diesel turned out to 
be from China. Bob got wimpy 1/0 battery interconnects 
not adequate for a high power system. The single 
charge controller supplied was not sufficient for the 
number of PV modules he bought. In the end, it cost 
Bob about US$7,000 over and above his original 
purchase price to upgrade and install the system. 


Bob got off easy. Several weeks after Bob’s system was 
installed, | got a call from Keith, Bob’s friend in Costa 
Rica. Bob and Keith had both bought from the same 
Internet company. Keith wanted me to fly down 
immediately and repair his system. Keith’s bigger 
problem was that he also had the Internet PV company 
install the system. | could not help Keith, but here is a 
summary of his Internet experience. (A US$20,000 
lesson). 

These were the main problems: 

Undersized array wiring 


Batteries, generator, and inverter housed too close 
together 


Loose connections 

AC run from inverter to house undersized 
System poorly designed for load 

240 VAC service never hooked up 

Promised labor not completed 

No combinor box for the four wind generators 
Poor siting of wind generators 


Poor mounting of wind generators that required 
re-mounting 


These problems all came from the fact that the installer- 
seller was not qualified. 


Everybody Loses 

The point here is that the customer is being hurt. Also, 
the PV industry gets a black eye from experiences like 
this one. The core of the problem is that the customer is 
led to believe that PV systems are “units.” How many 
calls have | gotten asking for information on a “solar 
unit”? 


The fact is that these systems are complex, and do not 
consist of hardware only. The systems must be properly 
designed for specific tasks. Considerable craft is 
required to install and interface with the customer’s 
existing electrical system. Proper interfacing may 
require the installation of sub panels and transfer 
switches, significant projects in themselves. 


Many customers are misled by low component prices 
either in print or on the Internet. When merchandise is 
sold at 5 percent over cost, it is difficult for installing 
companies to match these prices. However, the 
customer needs to be aware that there is more to a 
system than boxes of equipment. 


Customers need to know the total installed cost, and to 
value the expertise required to do the job correctly. The 
cut-rate deal seldom ends up being a good deal overall. 
In both cases cited above, local installers ended up 
fixing the problems, but the final cost to the customer 
was more than if they had had the local installer do the 
job in the first place. 


Take Off the Blinders 

The PV industry has an identity crisis. On the one hand, 
the average person on the street understands that with 
solar “you can disconnect from the utility.” Intuitively 
they grasp that independent power and utility power are 
antithetical. And yet many PV manufacturers think that 
PV should be deployed within the utility system. This 
may be due to their belief that utilities represent an 
easy market for PV. 


Many environmental groups share a similar view. For 
them, using the utility system to deploy PV is the “easy” 
way to achieve their environmental goals. Out of this 
unholy alliance of PV manufacturers, utilities, and 
environmental groups we have inherited mushy 
thinking. It’s thinking that is reflected in mushy words 
like, “win-win,” “collaborative process,” and “partnering 
relationships.” 


| don’t see an easy path. | see a tough road ahead. 
Why would we expect the entrenched energy 
monopolies to roll over? Shouldn't we expect them to 
create barriers at every turn? There is hope though, 
and it lies with the users of energy. The transformation 
will be from the bottom up. And at that level, PV and 
independent power is unstoppable—one roof at a time, 
one happy customer at a time. 


Access 

Author: Don Loweburg, IPP, PO Box 231, North Fork, 
CA 936483 * 559-877-7080 * Fax: 559-877-2980 
don.loweburg@homepower.com 
www.homepower.com/ipp 
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Photon International—The Photovoltaic Magazine, 
Solar Verlag GmbH, Wilhelmstrasse 34, 52070 Aachen, 
Germany * +49 / 241 /47055-0 

Fax: +49 / 241 / 47055-9 
editorial-office@photon-magazine.com 
www.photon-magazine.com 


Trace Engineering, Von Kalanquin, 5916 195th NE, 
Arlington, WA 98223 * 360-435-8826 

Fax: 360-435-2229 
Vkalanquin@traceengineering.com 
www.traceengineering.com 

Strategies Unlimited, 201 San Antonio Circle, Suite 205, 
Mountain View, CA 94040 + 650-941-3438 

Fax: 650-941-5120 « jday@strategies-u.com 
www.strategies-u.com eeu 


BACKHOME MAGAZINE 
b/w on film 


3.0 wide 
5.8 high 


Vermont Solar Engineering 
800.286.1252 - fax 802.863.7908 


When Y2K goes away, 
we'll still be here. 


We pride ourselves on being a 
NZ hands-on dealer/installer, selling 
“<== what we know to work well from 
down-to-earth experience. We didn’t arrive 
on the scene yesterday, and won’t disappear 
after the sale, either. So if you’re looking for 
support from a company not riding the Y2K 
cash cow into the sunset, please give a call. 


The Chargeboost™ Transformer 
squeezes the maximum current 
from a modified sine wave inverter’s 

| battery charger. If your charger & 
generator are not performing well 
together, you'll be impressed with the 
results. Starting at $129 


3 KW Auto-toroid™ 
Transformer, A high efficiency, 
UL listed, lightweight 120/240 


on output. Factory wound for 
Vt. Solar. $299 


Surrette KS21 2v, 1000 ahr battery 

Designed for maximum cycles and 

infrequent watering. Expected to last 

15+ years in service, this battery has « 

a 10 year warranty (3 years un- 
conditional, 7 years pro-rated), and is PT 


volt step-up toroidal unit. & 
Includes 20a, dp circuit breaker 


among the toughest, longest lasting 

lead acid you'll find anywhere. 

12 vde 1000 ahr string (6 cells) $1,259 
24 vde 1000 ahr string (12 cells) 


... Other CH375-L16 
Surrette 6v, 375 ahr, 


Batteries 5 year warranty. 
$ 189 


712-250 Trojan T-105 
12v, 250 ahr, 7 year warranty. 6v, 220 ahr 
$ 239 $65 


Model 2020 Bogart 
TriMetric meter 
a customer favorite — 
only $169 including shunt 
and shipping !! 


Servel Propane Fridge 
This refrigerator offers Pa 
spaciousness, a base mounted 
control panel, and temperature ce -: - 
control. Piezo igniter, flame safety 
valve, and combined electric and 
gas thermostat. 8.0 cubic feet. 

$1049 


Solar Modules 
Siemens SP75 75 watt (17v@4.4a ) 
Siemens SR100 100 watt (17v@5.9a )... $ 495 
AstroPower AP71106 110 watt (16.7v@6.6a). . $ 529 


Protect your Delta Lightning Arrestors 
Investment !! LA 302 R (ac protection)... $ 29 
LA 302 DC (dc protection) . $ 39 


** SHIPPING EXTRA except where indicated 


pede Vermont Solar Engineering 
PO Box 697 
Burlington, Vt. 05402 
Hands-on dealer / designer / installer 
of the best in renewables since 1991 
Call or visit our on-line catalog for 


excellent Siemens and Trace Pricing 
www.vtsolar.com 
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NEW! REVOLUTIONARY! 
WHITE LED 
LIGHTING SYSTEMS 


LED Lights last 100,000 hours 
LED Lights use 1/10th of the power 


Unique Designs — Pathway 
& Landscape Lights 


Complete systems for new or retrofit 
LED Lights available in both AC & DC 


LED Lights can be used indoors 
and outdoors 


FREE BROCHURE 
DEALER PRICING AVAILABLE 


A Premier Manufacturer of Quality Solar Products 
SUNAMP POWER COMPANY 


7850 E. Evans Rd., S-104 @ 
peet—-1S=) Scottsdale, AZ 85260-6919 Mil. 
(ENGINEERING) 


1-800-677-6527 ~ 


SDMO GENERATOR SETS 


GREAT SELECTION 
EXCELLENT SERVICE & PRODUCT SUPPORT 


$2969.00 U.S. + SHIPPING *DX 6060E 
. — *5800 WATTS-7250 MAX 
a =a *9 HP YANMAR DIESEL 


} *ELECTRIC START 
*2.7 KW & 3.8 KW AVAILABLE 


-_ae | *14 HRS. RUN ON 3.4 U.S. GAL. 


SDMO TM SERIES 

$5824.00 U.S.+ SHIPPING 

* 6.6 KW 

* 3 CYL WATER COOLED 
MITSUBISHI DIESEL 

* 1800 RPM 

* 10.6KW, 14.8KW, 21.1KW, 

* 28.5KW ALSO AVAILABLE 


*TM 7.5M 


TEMISKAMING INDEPENDENT ENERGY 
BOX 158, ELK LAKE, ONTARIO, CANADA POJ 1GO 
CALL (705)-647-0427 OR VISIT www.tempower.com 


ALL ORDERS F.0.B. SASKATOON 


CHECK OUT OUR WEB SITE 
FOR MORE PRODUCTS & PRICES 


Your Source for 
{ Non-electric Appliances 


“Good things come in small packages 


Propane 
Refrigerator SDK240 LP/NG 
DPR2260W | 125B LP/NG | tems 


+ 24” Range GCK100 
$995 : 00 Models: NG/LP wielec.ign. SCK100 
i + 38B $375 | * 30"Range GFK1000 
Pits Motor Erelght + 125B $628 wielect. ign. SFK1000 
Energy Outfitters Ltd. RRESesD) $685 SFK240 
P.O. Box 1888 125X (elect. ign.) — $730 sealed top SDK110 
+f + 170LP/NG $995 Pictured SDK240 
136 S. Redwood Hwy. ” 
Cave Junction, OR 97523 + Power Vents + 36” Range GLK100 
pices naa 125 Series $295 | wéelect. ign. SLK100 
Order Line: 800 GO SOLAR 170 Series $379 5 burner SLK249 
(476-6527) * Call for complete model burner SRK24R 
Fax: 888 597-5357 availability * Call for complete catalog and 
E-mail:sales@energyoutfitters.com availability 


On the WEB at www.energyouttitters.com 


S34LAR WEBB, INC. 


“Fueling Your Future” 
Solar Webb Outdoor Lighting Kits 


Outdoor pathway lights 

that provide security, 

with a unique look. 

Lights come in assorted colors, 
with adjustable lighting timer. 


Call: 888-786-9322 


California residents, ask us how 
your home or office can qualify 
for the State and Federal Rebate 
Programs. 


Visit us on the web at: 
http://www.solarwebb.com 


126 


Home Power #75 « February / March 2000 


SIEMENS 


Solar Power Your Dream. 


You've finally found just the right spot. Find out now just how easy it is to 
A little out of the way, but good water, have a solar system to meet all or part 
good soil, and even a little view. of your electrical needs. 


You're going to build. See Your Siemens SolarPowerPro m 


Siemens can help turn your plans into Office (520) 636-1001 


reality. An economical Siemens solar 7 
system can give you year after year of Fax (520) 636-1664 
trouble-free electricity. And do it P.O. Box 365, 2655 N. Hwy 89 


silently, without fuel, waste or pollution. Chino Valley AZ 86323 


IpP 


MEMBER 


HITNEY SOLAR PRODUCTS, INC. 


Harmony with Nature 


U/AIESS LJ N° 


SDbe_L_LAR TRACKERS 


The Dual Axis Tracking Advantage 


*as compared to a fixed mount tilted at latitude 


Percent Annual Power Increase 


More Power...Less Money 


ARRAY TECHNOLOGIES, INC. WWW.WATTSUN.COM 
3312 STANFoRD NE, ALBUQUERQUE, NM 87107 


Tet: (505) 681-7567 FAX: (505) 881-7572 


You can turn water into juice 


using the STREAM ENGINE 


¢ Operates at heads of 10 feet & up 
e Adjustable for maximum power 
¢Multiple output voltages 

¢Output over 1KW 

¢ Easy installation 


Epoxy Encapsulated Alternator 
Waterproof, Water Cooled, 
Neodymium Permanent 
Magnets, Brushless, 
Reconnectable Windings 


Precision Cast Bronze 
Turgo Wheel 
High Efficiency, High Capacity 


Also Available: 
Hydro components including 
turgo & pelton runners, system 
design, and tech support 


“This is a very cool machine. It represents a major breakthrough 
in microhydro design.” -Bob-O Schultze, Home Power #67 


e 
Energy Systems & Design 
P.O. Box 4557, Sussex, NB, E4E 5L7, Canada 
Tel: (506) 433-3151 ¢ Fax: (506) 433-6151 
website: www.microhydropower.com 


email: hydropow@nbnet.nb.ca Things that Work! 


De Sultator’ 


SWEEPING PULSE TECHNOLOGY 


STRENGTHEN 
Your Weakest Link 


It is often thought that batteries are the weakest 
component in a home power system. Our experts 
are changing that way of thinking. IES’s proven 
DeSulfator® sulfation removal systems are 


extending the life of lead acid batteries worldwide. 


Get the most out of your investment... 


INSIST ON THE ORIGINAL. 


eS INNOVATIVE ENERGY SYSTEMS, INC. 


9351-J Philadelphia Rd., P.O. Box 70060, Balto., MD 21237 
www.innovativeenergy.com 
410.686.3120 * FAX 410.686.4271 


Home Power #75 « February / March 2000 


12/7 


Code Corner 


Road to 
the 2002 
Code 


John Wiles 


Sponsored by the Photovoltaic Systems Assistance Center, 
Sandia National Laboratories 


n November ist, proposals for changes 

to Article 690 of the 1999 National 

Electrical Code were received at the 
National Fire Protection Association (NFPA). 
These proposals represent a coordinated input 
from more than 30 people in the PV industry 
(The Photovoltaic Power Industry Forum). If 
these proposals are accepted in either an “as 
submitted” or edited form, they will appear in 
the 2002 National Electrical Code (NEC). The 
proposals and the substantiation for each are 
presented below. 


The actions of the NEC Code-Making Panels on these 
proposals will be available from the NFPA as a Report on 
Proposals due out in late July 2000. Comments from 
anyone—including the general public—will be received at 
NFPA until October 27, 2000. All proposals were submitted by 
the Photovoltaic Power Industry Forum; Ward Bower, 
Chairperson; John Wiles, Secretary. 


Figure 690.1(A) Identification of solar photovoltaic 
system components 

Proposal: In this figure, the Blocking Diodes have been drawn 
incorrectly as an arrow with a line on top. They need to be 
redrawn with the correct symbol for an electronic diode. See 
Figure 690-7 in the NEC Handbook. 


Substantiation: Corrects drafting error. 


Figure 690.1(B) Identification of solar photovoltaic 
system components in common system configurations 
Proposal: In the Stand-Alone System figure, label the 
unmarked box at the bottom of the figure: “Energy Storage.” 


Substantiation: This label was accidentally left off the 
submission for the 1999 NEC. 


690.2 Definitions 
Proposal: Add the following definition: 


Diversion Charge Controller. Equipment that regulates the 
charging process of a battery by diverting power from energy 
storage to direct-current or alternating-current loads or to an 
interconnected utility service. 


Substantiation: Required to define devices used in this article. 


690.2 Definitions 
Proposal: Add the following definition: 


Bipolar Photovoltaic Array. A photovoltaic array that has two 
outputs, each having opposite polarity with respect to a 
common reference point, sometimes called a center tap. 


Substantiation: Required to define devices and connections 
used in this article. 


690.2 Definitions 
Proposal: Delete the definition of System Voltage and replace 
with the following: 


Photovoltaic Systems Voltage. The direct current (dc) voltage 
of any photovoltaic source or photovoltaic output circuit. For 
bipolar or multiwire installations including 2-wire circuits 
connected to bipolar systems, the PV systems voltage shall 
be the highest voltage between any two dc conductors. 


Substantiation: Defines terms used in this article and updates 
terminology. 


690.4(B) Conductors of Different Systems 
Proposal: Delete the text in this section and replace with the 
following: 


Photovoltaic (PV) source and PV output circuits having 
disconnects from the PV energy source shall be permitted in 
the same raceway or junction box with circuits from non- 
photovoltaic systems. Photovoltaic source and PV output 
circuits shall be permitted in the same raceway or junction box 
with other circuits from the same PV system. 


Substantiation: The intent of the basic requirement is to 
prevent PV source and output circuits that may normally be 
energized during daylight periods from being in the same 
raceway with circuits of other electrical systems that are 
unrelated to the PV system. In many cases there are no 
disconnects in these PV circuits and they are always 
energized during daylight hours. Repairs and operations on 
these “other system’ circuits might be affected by the always- 
energized PV circuits. “Other system” circuits include ac grid 
power conductors, telecomm circuits, or radio frequency 
cables. The term “other systems” was not clear, and the text 
has been revised accordingly. The text was also revised from 
the negative to the positive. 


The first sentence of the proposed addition allows same- 
raceway installations if the PV circuits have an available 
disconnect provision that can de-energize these PV circuits. 
These PV source and output circuits then become no different 
than any other circuit in a multiple circuit raceway. 


The second sentence recognizes that persons working on any 
circuits associated with the PV system (inverter ac outputs, 
control circuits, etc.) will be aware of the nature of the PV 
source circuits and take proper precautions. It allows any 
circuits from the same PV system to be in the same raceway 
without restriction. 


690.4(C) Module Connection Arrangement 
Proposal: Delete the last two sentences from this paragraph. 


They are: Sets of modules interconnected as systems rated at 
50 volts or less, with or without blocking diodes, and having a 
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single overcurrent device shall be considered as a single- 
source circuit. Supplementary overcurrent devices used for 
the exclusive protection of the photovoltaic modules are not 
considered as overcurrent devices for the purpose of this 
section. 


Substantiation: These sentences conflict with the requirement 
established by labels on listed photovoltaic modules for a 
series module protective fuse on each module or string of 
modules. The first sentence in this section establishes the 
safety requirement. The industry is now using source circuit 
combiners to meet the requirement. 


The labeling requirements for modules are being coordinated 
with Underwriters Laboratories (UL) to indicate on the module 
label or in the instructions, the maximum number of modules 
that may be connected in parallel. 


690.5(B) Disconnection of Conductors 
Proposal: Revise the last sentence to read as follows: 


Opening the grounded conductor of the array or faulted 
sections of the array shall be permitted to interrupt the 
ground-fault current path. 


Substantiation: Corrects grammatical error in the 1999 NEC. 


690.6(A) Photovoltaic Source Circuits 
Proposal: Correct the spelling of “photovoltaic” in the second 
sentence 


Substantiation: Corrects spelling error in the 1999 NEC. 


690.6(D) Ground-Fault Detection 
Proposal: Replace the existing text with the following: 


Alternating current (ac)-module systems shall include a 
ground-fault detection device to reduce fire hazards. A single 
detection device shall be permitted for each system (one or 
more modules). That device shall detect ac ground faults, 
indicate the fault, and disconnect the alternating-current 
module(s) from the ac source. 


Substantiation: Revised text requires the device and clarifies 
the requirement. The 1999 NEC did not require the device, 
only permitted it. 


690.7(A) Maximum System Voltage 
Proposal: Change the title of the section to: 


(A) Maximum Photovoltaic System Voltage 


And add the word “photovoltaic” in the first sentence between 
the words “maximum” and “system.” 


Substantiation: Clarifies the section and makes it consistent 
with new definitions and other sections of this article. 


690.8(B)(1) Devices With Internal Current-Limiting 
Proposal: Overcurrent protection for photovoltaic output 
circuits that supply devices that internally limit the current 
drawn from that photovoltaic output circuit shall be permitted 
to be rated at less than the value computed in 690.8(B). This 
reduced rating shall be at least 125% of the limited-current 
value. An overcurrent device in an assembly listed for 
continuous operation at 100% of its rating shall be permitted 
to be used at 100% of its rating. 


Code Corner 


Photovoltaic output circuit conductors shall be sized in 
accordance with Section 690.8(B). 


Substantiation: This addition allows the use of a smaller 
overcurrent device than the calculation in 690.8(B) normally 
requires. The reduction is allowable because certain listed 
devices such as charge controllers and inverters can limit the 
maximum current that can be drawn from a source circuit. 


The second sentence ensures that the overcurrent device will 
not be operated at more than 80% of its rating. 


The final sentence ensures that the conductors are properly 
sized to handle fault currents from the photovoltaic source 
that could result from faults on the photovoltaic side of the 
overcurrent device. 


690.9(C) Photovoltaic Source Circuits 
Proposal: Add the following second paragraph: 


The standard values of supplementary-type overcurrent 
devices allowed by this section shall have ratings in one- 
ampere increments from one to 15 amperes. Higher standard 
values shall comply with Section 240.6(A). 


Substantiation: Article 240.6(A) sets standard values for class- 
type fuses. This Section allows listed supplementary-type 
fuses. Module-protection fuse requirements established by UL 
and the module label require fuses with ratings between 5 
and 20 amps. For example, to increase the 8-amp required 
value of a module-protection fuse to the first standard value of 
15 amps would create a safety problem. This proposal defines 
and requires that the proper fuse value be used. 


690.9(E) Combined Photovoltaic Module and Source 
Circuit Protection 

Proposal: A single overcurrent device shall be permitted to 
meet the conductor protection requirements established by 
Sections 690.8 and 690.9 and the photovoltaic module 
overcurrent protection requirements established by labels on 
the module. 


Substantiation: UL instructions and labeling require that a 
series module-protection fuse be used to protect each module 
from reverse currents. In series-connected strings of two or 
more modules, only a single overcurrent device is required to 
protect all of the modules in the string. The rating of this 
overcurrent device is normally the same as or greater than the 
rating of the code-required overcurrent device to protect the 
module interconnection conductors. Frequently, a single 
overcurrent device can be used to meet both of these 
requirements. 


690.9(F) Conductor Ampacity When Using Parallel- 
Connected Modules 

Proposal: Where a single overcurrent device, allowed by 
Section 690.9(E), is used to protect a set of two or more 
parallel-connected module circuits, the ampacity of each of 
the module interconnection conductors shall not be less than 
the sum of (1) and (2). 


(1) The rating of the single fuse. 


(2) 125% of the short-circuit current from the other parallel- 
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connected modules. 


Code Corner 


Substantiation: Under fault conditions, the individual module 
conductors will be required to carry currents through the fuse 
from batteries or other sources plus 125% of the short-circuit 
currents from the other modules. 


690.14 Additional Provisions 

Proposal: Delete the existing sentence and replace with: 
Photovoltaic disconnecting means shall comply with (A) 
through (C). 


Substantiation: Photovoltaic source circuits have unique 
properties that are different from utility service entrances. The 
unnecessary reference to Article 230 causes some AHuUs to 
require unnecessary or unsafe equipment. Article 690 
contains all necessary requirements for disconnecting means. 
Section 690-14(C) is added in a separate proposal. 


690.14(C) Grouping 

Proposal: The photovoltaic disconnecting means shall be 
grouped with other disconnecting means for the system. A 
photovoltaic disconnecting means shall not be required at the 
photovoltaic module or array location. 


Substantiation: To comply with the code requirements for 
grouping all disconnects of a power system in a single 
location, it is necessary to have the photovoltaic 
disconnecting means grouped with the other disconnecting 
means. Although photovoltaic modules and arrays may be 
located some distance away or on the roof, there is no 
requirement for a disconnect at the source because the 
source is energized in daylight whether or not the disconnect 
is opened. 


690.31(B) Single-Conductor Cable 
Proposal: Add USE-2 to the three acceptable cable types in 
the first sentence. 


Substantiation: Many photovoltaic module installations 
operate at temperatures that require a 90°C, wet-rated, 
sunlight resistant single-conductor cable. USE-2 meets these 
requirements, is commonly available, and is the most 
appropriate cable for this application. 


Table 690-31(C) Correction Factors 
Proposal: Change the last two Fahrenheit (°F) temperatures 
as follows: 


Change 141-149 to 141-158 
Change 150-158 to 159-176 
Substantiation: Corrects errors in the table 


690.41 System Grounding 
Replace the existing contents with the following: 


For a photovoltaic power source, one conductor of a two-wire 
system with a system voltage over 50 volts and the reference 
(center tap) conductor of a bipolar system shall be solidly 
grounded or shall use other methods that accomplish 
equivalent system protection in accordance with Section 
250.2(A). 


Substantiation: Updates the terminology to be consistent with 
new definitions and definitions in the 1999 NEC. Moves the 
exception into the basic requirement. All equipment in the 


code is required to be listed so that 1999 NEC requirement for 
listed devices is not needed. The proposal also merges the 
FPN into the requirement to ensure that the device used is 
fully defined. 


690.45 Size of Equipment Grounding Conductor 
Proposal: Replace the existing paragraph with the following: 


Where not protected by the ground-fault protection equipment 
required by Section 690.5, the equipment-grounding 
conductor for PV source and PV output circuits shall be sized 
for 125% of the PV-originated short-circuit currents in that 
circuit. Where protected by the ground-fault protection 
equipment required by Section 690.5, the equipment- 
grounding conductors for PV source and PV output circuits 
shall be sized in accordance with Section 250.122. 


Substantiation: When Underwriters Laboratories (UL) recently 
listed a PV combiner enclosure, they determined that ground 
faults in PV source and output circuits can result in continuous 
currents from the PV array flowing through the equipment- 
grounding conductor even after all overcurrent devices have 
tripped. This determination indicates that the equipment- 
grounding conductor for these circuits should be able to carry 
the currents from the PV sources. These equipment- 
grounding conductors should be sized at only 125% of the 
short-circuit current (Isc) since the additional 125% derating 
for continuous operation is not required. The equipment- 
grounding conductor (sized at 125% Isc) might be one size 
smaller than the circuit conductors (sized at 156% Isc) ina 
few systems. 


If the system has a Section 690.5 ground-fault protection 
device installed, then the interruption of the fault current will 
prevent these PV currents from flowing in the equipment- 
grounding conductor and the increased size is not necessary. 
In this case, the requirements of Section 250.122 are 
appropriate. 


690.51 Modules 
Proposal: Delete this section 


Substantiation: These requirements duplicate the 
requirements established by UL Standard 1703 and are 
required on the labels of all modules. This section is no longer 
needed. 


690.52 Alternating-Current Photovoltaic Modules 
Proposal: Delete this Section 


Substantiation: These requirements duplicate the 
requirements established by UL Standard 1703 and are 
required on the labels of all modules. This section is no longer 
needed. 


690.55 Energy Storage 
Proposal: Photovoltaic power systems employing energy 
storage shall also be marked with the information in (1) and 


(2). 


(1) Maximum operating voltage including any equalization 
voltage 


(2) Polarity of grounded circuit conductor 
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Substantiation: These additional markings will facilitate the 
inspection, maintenance, and operation of the system. 


690.56 Exterior Location 

Proposal: Any structure or building with a photovoltaic power 
system capable of acting as a Stand-Alone System shall have 
a permanent plaque or other label placed in a visible location 
on the exterior of the building or structure with the notice (1) 
and information (2). For structures with a utility service 
entrance, the label shall be located adjacent to the service 
entrance, exterior meter socket, or exterior utility disconnect. 


(1) “This structure contains a Stand-Alone Electrical Power 
System” 


(2) Location of system disconnects (PV, battery, and other 
energy sources). 


Substantiation: Facilitates the rapid shut down of all power to 
a building in an emergency. 


690.64(B)(5) Load Side 
Proposal: Delete this section 


Substantiation: With utility-interactive inverters, this section is 
not needed. Circuit breakers, used to conduct currents from a 
utility-interactive inverter into a load center, may be subjected 
to faults on the inverter side of the breaker. While the breaker 
may carry normal operating current in a reverse direction, any 
overcurrent tripping in a fault situation is in the normal forward 
direction. 


Other sections of the code (not this one) may require 
clamping backfed breakers, but this is not necessary since 
these breakers, if removed while being used, immediately 
become de-energized or dead due to the de-energizing 
circuits in the connected inverter. 


690.71(D) Nonconductive Cases 

Proposal: Flooded, vented, lead-acid batteries with more than 
24, 2-volt cells connected in series (nominal 48 volts) shall not 
use or be installed in conductive cases. Conductive racks 
used to support the nonconductive cases are permitted where 
no rack material is located within six inches of the tops of the 
nonconductive cases. 


FPN: This requirement does not apply to any type of valve 
regulated lead-acid battery (VRLA) or any other types of 
sealed batteries that may require steel cases for proper 
operation. 


Substantiation: Battery cases of flooded, lead-acid batteries 
made of steel or other conductive materials must be grounded 
to meet the requirements of this code. 


Acid and dirt films on the tops of the cells created during the 
normal charging and equalizing processes form conductive 
leakage paths between the circuit conductors and the 
grounded cases. These leakage paths may lead to higher and 
higher fault currents that can result in fires and explosions. 


Attempts to float or otherwise electrically isolate these 
conductive cases may result in a shock hazard between the 
cases and the grounded racks or conductive floor. Paint or 
other thin insulating films have not proven effective in isolating 
grounded cases. 


Code Corner 


Sandia National Laboratories has documented battery fires, 
explosions, and shocks to qualified service personnel over the 
last five years on battery systems employing metal cases. 


The FPN is added for explanatory reasons. This proposal 
does not apply to any type of valve regulated lead-acid battery 
(VRLA) or any other types of sealed batteries that may require 
steel cases for proper operation. 


690.71(E) Segmented Batteries 

Proposal: Battery circuits, subject to field servicing, where 
there are more than 24, 2-volt cells connected in series 
(nominal 48 volts) shall have provisions for qualified persons 
to disconnect the series-connected strings into segments of 
24 cells or less for service. Non-load-break bolted or plug-in 
disconnects are permitted. 


Substantiation: Working on high-voltage strings of batteries is 
inherently hazardous, even for qualified persons. Breaking the 
strings into not more than 24-cell segments allows the 
individual cells or batteries to be serviced at voltages of 48 
volts (nominal) or less. While it is optional with the servicing 
person to break the strings, the provisions for such 
disconnects should be required. Some battery systems are 
installed with welded inter-cell connections that cannot be 
disconnected without cutting cables. 


The hazard is significantly reduced for batteries operating 
below 48 volts nominal. No problems have been documented 
using metal cased batteries at 48 volts nominal in forklift truck 
applications. 


Some high-voltage sealed (VRLA) battery systems are sealed 
in a container at the factory and are not serviced in the field. 
They would not be subject to this requirement. 


690.71(F) Floated Batteries for Maintenance Operations 
Proposal: Battery installations where there are more than 24, 
2-volt cells connected in series (nominal 48 volts) shall have a 
switched disconnect, accessible only to qualified persons, that 
ungrounds the battery electrical system for maintenance. This 
switch shall not unground the remainder of the PV electrical 
system. The use of a non-load break rated switch shall be 
permitted. 


Substantiation: Battery systems, due to the presence of 
conductive acid films on batteries, are inherently hazardous to 
service. By allowing the qualified maintenance person to 
unground the battery, the hazards may be somewhat reduced 
even when protective clothing, proper tools, and correct 
procedures are used. Since it is generally acknowledged that 
a floated, high-voltage battery is safer for servicing, the 
requirement is mandatory. 


The hazard is significantly reduced for batteries operating 
below 48 volts nominal and is not required for these lower- 
voltage systems. 


690.71(G) Ungrounded Battery Systems 

Proposal: On photovoltaic systems where the battery system 
consists of more than 24, 2-volt cells connected in series 
(nominal 48 volts), the battery system shall be permitted to 
operate with ungrounded conductors provided that conditions 
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(1) through (4) are met: 


Code Corner 


(1) The photovoltaic array source and output circuits shall be 
solidly grounded. 


(2) The de and ac load circuits shall be solidly grounded. 


(3) All main ungrounded battery input/output circuit conductors 
shall be provided with switched disconnects and overcurrent 
protection. 


(4) A ground-fault detector and indicator shall be installed to 
monitor for ground faults in the battery bank. 


Substantiation: This proposal permits high-voltage (above 48- 
volts nominal) battery systems to be operated in an 
ungrounded state if the listed conditions are met. Certain 
types of power processing equipment (inverters) can be 
designed for this type of operation. This proposal may be 
most likely applied on higher voltage (above 200 volts) 
systems. This ungrounded operation may increase long term 
reliability and fire safety in the system. 


690.72(A) Diversion Charge Conirollers—Independent 
Backup 

Proposal: A photovoltaic power system employing a diversion 
charge controller as the sole means of regulating the charging 
of a battery shall be equipped with a second, independent 
means to prevent overcharging of the battery. 


Substantiation: Diversion controllers are connected between 
the battery and a diversion load. This external circuit will have 
overcurrent protection. If the controller fails, if the diversion 
load is sized improperly, or if the overcurrent device opens 
during a fault or is manually operated, the battery charging 
process is no longer regulated. In systems using the inverter 
to divert excess battery current into the utility grid, the inverter 
may fail or the utility grid may go down. 


An independent or backup charge regulating system is 
needed to improve the safety on those systems having 
diversion controllers. See related new proposal 690.72(B). 


690.72(B) Diversion Charge Conirollers—Overcurrent 
Protection and Ampacity 

Proposal: Circuits containing a direct-current diversion charge 
controller and a direct-current diversion load shall comply with 
(1) and (2). 


(1) The current rating of the diversion load shall be rated at 
least 150% of the current of the diversion charge controller. 


(2) The conductor ampacity and the rating of the overcurrent 
device for this circuit shall be at least 150% of the maximum 
current of the diversion charge controller. 


FPN: This requirement does not apply to ac or dc circuits 
using inverters that control the battery charging process by 
feeding power into the utility lines. Such circuits are used in 
several modes and must be sized and protected in a normal 
manner as required elsewhere in Article 690. 


Substantiation: If the diversion load is undersized or if the 
overcurrent device in the circuit of a diversion charge 
controller opens from overloads due to excess diversion 
currents, the charge control process is lost and the battery 
may be over charged creating a safety hazard. Requiring the 
150% rating on the diversion load, the overcurrent device, 


and the cable ampacity is consistent with other systems that 
could create hazardous conditions when overload protection 
is included. See Section 240.3(A). The 150% rating provides 
the necessary short-circuit protection. 


The FPN is added for explanatory reasons. This requirement 
does not apply to ac or dc circuits using inverters that control 
the battery charging process by feeding power into the utility 
lines. Such circuits are used in several modes and must be 
sized and protected in a normal manner as required 
elsewhere in Article 690. 


Code Corner Online 

The Southwest Technology Development Institute Web site 
(www.nmsu.edu/~tdi) is now online. It has all of my Code 
Corner columns, an index of frequently asked questions, plus 
an Adobe Acrobat PDF copy of my manual, Photovoltaic 
Power Systems and the National Electrical Code: Suggested 
Practices. 


Questions or Comments? 

If you have questions about the NEC or the implementation of 
PV systems following the requirements of the NEC, feel free 
to call, fax, email, or write me. Sandia National Laboratories 
sponsors my activities in this area as a support function to the 
PV Industry. This work was supported by the United States 
Department of Energy under Contract DE-AC04-94AL8500. 
Sandia is a multi-program laboratory operated by Sandia 
Corporation, a Lockheed Martin Company, for the United 
States Department of Energy. 


Access 

Author: John C. Wiles, Southwest Technology Development 
Institute, New Mexico State University, Box 30,001/ MSC 3 
SOLAR, Las Cruces, NM 88003 + 505-646-6105 

Fax: 505-646-3841 * jwiles@nmsu.edu 

www.nmsu.edu/~tdi 


Sponsor: Sandia National Laboratories, Ward Bower, 
Department 6218, PO Box 5800 MS 0753, Albuquerque, NM 
87185-0753 * 505-844-5206 * Fax: 505-844-6541 
wibower@sandia.gov * www.sandia.gov/pv 


National Electrical Code® and NEC® are registered 
trademarks of the National Fire Protection Association. The 
1999 NEC and the NEC Handbook are available from the 
NFPA, 11 Tracy Drive, Avon, MA 02322 

800-344-3555 or 508-895-8300 * Fax: 800-593-6372 or 
508-895-8301 * custserv@nfpa.org * www.nfpa.org 


Trojan L-16 


Low Prices, High Capacity 
Delivered Anywhere 


Jesus said, “| am the way, the truth 
and the life...” John 14:6 


Maple State Battery 
(802) 467-3662 
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LOWEST PRICES UNDER THE SUN! 


. Solar Electric Inc. 


mg 9099 Santa Fe St. #D, San Diego, CA 92109-1602 USA 


858-581-0051, 858-581-6440 fax, 1-877-842-5678 TOLL FREE FAX 
“iy . www.solarelectricinc.com, email: solar@cts.com 


1-800-842-5678 


Best Selection! Lowest Prices! Guaranteed! 


ite UNI-S@LAR. 


@ oa PowerSar 


“I consider (the PowerPulse® devices) to be 
standard equipment for a lead-acid battery system...” 
Richard Perez, Home Power magazine 


Extend the 
life of your 
batteries! 


son! 
pyention: 
ight ounces of prev 


12Volt 24 Volt 
969.95" $119.95 


Accept no substitutes; the cost effective 
PowerPulse® units are patented, approved by 
the U.S. Military, and have a 10-year limited warranty. 
*Manufacturer’s suggested retail price. Other voltage units available. 


m Free delivery to 50 States. m Major credit cards OK. 
m Bulk/Dealer inquiries invited. 


Abraham Solar Equipment 
800-222-7242 @ 970-731-4675 


124 Creekside Place ™ Pagosa Springs, CO 81147 
©1999 Abraham Solar Equipment. All rights reserved. 


THE POWER BROKERS!™ 


Owner to Owner 


Buy or Sell Previously Owned 
Renewable Energy Equipment 


Go To: 
www. allernativepowercom 
Then click on “Owner to Owner" 


We obese offer crear pricing 
ond proufeennl desten ame 
bestellation om EW meng alle 
Mier ejeipnend Atal avabems .., 
BP, Solara, Trace, WT, Berges, 


hailiral Energy Systems, lr, 
1H Rite Comet "ee Poe ee 
= Phamey (el) de -oeTT 
Fag) 0295 MeTS IER 
—t Fiied) sre incr org tyme 
Wee fhm aor nis epee gee 


Dhotons In, Photons Out 


Solar Rechargeable Lamp 


¢ Antique Brass 

© Bright White LEDs 
¢ NiMH Batteries 

¢ 90 Day Warranty 


See web page 
for details: 
www.photonlamp.com 


Backwards t 


PO Box 409, 
Fennville, MI 49408 


¢ Future, Ltd. 


Fax: 616-236-6186 
email: sales@photonlamp.com 


in] Doesnt { Save Money 


www.BargainSolar.com 


When You Know what You Want.No Price is Too Smail to Payll! 
r 


Content aon the wer by plo Tay at (S440 S42-455 — tomo os ad eokesst herald ieeclor cn 
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Home & Heart 
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ik 


Kathleen Jarschke-Schultze 


©2000 Kathleen Jarschke-Schultze 


‘ve had several e-queries, asking if | 

still love my Staber horizontal-axis 

washing machine. Also, readers have 
been asking what | know about energy 
efficient clothes dryers. Since | am not 
able to test all the different brands of 
appliances, | will share with you the 
choices | have made, and why. 


Staber First 

Yes, | still love my Staber washing machine. It was sent 
to me to test in 1995. The machine | have was already 
on the west coast, and was being returned because of 
a dent on the side. Staber rerouted it to me so | could 
run a real-life, off-grid test. After | used it (see HP47 
TtW!), | was not willing to let go of it. Rather than ship it 
back to Ohio, | bought it. 


At the time, the Staber was the only super-efficient 
washer on the market. Since then, other manufacturers 
have developed and are selling clothes washers just as 
frugal with electricity and water. The Staber, however, is 
the only washer that retains its guarantee while being 
used on an inverter-based power system. 


The only problem | have had with my Staber is a broken 
belt. We called Staber and they immediately sent out a 
replacement, free. | have heard from other Staber 
owners, and they are effusive in their praise of the 
machine and the company. 


A caution: Frank at Crystal Pines Renewable Energy 
says the Frigidaire Gallery washer, a super-efficient 
front loading washer, will not run on any inverter power 
but full sine wave. Although the warranty on most 
appliances do not specify RE systems as grounds for 
invalidation, it would be a “don’t ask, don’t tell” situation. 
Kind of like guerrilla housewife. Hey, | like that. 


Hung Out to Dry 

On the subject of super-efficient clothes dryers, | have 
to admit that the absolute best for resource use is the 
sun. The problem is that the sun is not always available 
to use. Sure you may have a wood stove, so you could 


Frigidare Gallery stackable gas dryer. 


string your laundry around your house. | am here to tell 
you that that gets really old, really fast. Sun drying is a 
seasonal option at best. 


Dryer History 

When my parents retired to Paradise (California, that 
is), they gave me their old gas clothes dryer. My dad 
got me the small orifice which was needed to adapt the 
dryer from town gas (natural gas) to country gas 
(propane). Bob-O and | remodeled the basement 
bathroom into a laundry room. The toilet in there never 
did flush properly. We were always afraid someone 
would try to use it, so we removed it. The dryer was a 
nondescript brand and model. | don’t even remember 
what it was. But it was certainly old—I do remember 
that. 
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It did dry the clothes. But you had to run it through two 
50 minute cycles to get one load of clothes dry. | was 
resigned to this. | thought maybe it had something to do 
with the fact that | was using propane, although | really 
didn’t know why. Then my cousin Denise told me that 
her old dryer did the exact same thing. She lives in 
town and uses grid power and natural gas. It wasn’t the 
gas; it was the age of the machine. 


After that revelation, | was determined to get a new 
dryer. Of course | had to shop for one. The dryer | 
dreamed of was of the stacking variety. It had to fit in 
the corner of my tiny laundry room. | wanted it to stack 
on top of a home-built cabinet, which | could use for 
storage. 


You see, three walls of our basement are surrounded 
by earth. The fourth wall is cinder block up to about 
waist high, and wood above. Since the dryer exhaust 
pipe had to go through the wood to the outside, my old 
dryer had to be away from the wall about six inches to 
allow room for the vent hose. | was crouching in a 
doorway of the tiny room to load and retrieve the 
laundry from the dryer. A stacking dryer could be vented 
straight through the wall, so it would be six inches 
farther back from the door. It would also be high enough 
that | could stand up straight to load and unload it. 


High & Dry 

| began looking at dryers whenever | was even close to 
an appliance store. If | saw a stacking dryer in an 
advertisement, | would coax Bob-O into at least looking 
at it. The problem was that appliance manufacturers 
seem to think they really have a valuable item in a gas 
dryer. They are always more expensive than a watt- 
sucking 220 VAC model. And when you add the 
attraction of being stackable, they really raise the cost. 


Bob-O was quite sly about getting me a dryer for my 
birthday. | really didn’t have a clue that he had ordered 
one. It is a Frigidaire Gallery model, with its orifice 
changed for propane. Bob-O made me a cabinet to put 
it up on, and Joe Schwartz modified the base to my 
specifications. | couldn’t be happier with it. 


It has a moisture sensor, and just dries the clothes until 
they’re done. It uses half the electricity of the old one, 
about 272 watt-hours per load, using our Trace 4024 
sine wave inverter. That may seem like a lot of 
electricity, but like many gas-fired appliances these 
days, it uses an electric glow bar to heat the 
thermocouple. In the winter we are on hydro power, and 
it is not a drain on our system. If we are producing 
power and not using it, we’re wasting it. 


An added bonus of using a dryer is the lint trap. The 
Staber washer does not have a lint trap. By drying the 
clothes in a dryer, | am able to remove what lint there is. 


Home & Heart 


How Dry | Am 

If it sounds like | am rationalizing having a really great 
new clothes dryer, well, | am. | only have to go 
downstairs once instead of twice. | am not crouching in 
the doorway. My new cabinet has a shelf that pulls out 
to hold the laundry basket while | load and unload the 
dryer. | love it. | am very much into planning and 
outfitting our home for our old age. With a little care, this 
dryer will serve us a long time. 


Access 

Kathleen Jarschke-Schultze is planning her springtime 
bee yard at her home in Northernmost California, c/o 
Home Power magazine, PO Box 520, Ashland, OR 
97520 « kathleen.jarschke-schultze@homepower.com 


Crystal Pines Alternative Energy, 61 Zonalea Ln., 
Cherokee, CA 95965 * 530-532-1972 

Fax: 530-532-1359 * coae1@aol.com 
www.solarenergy-alt.com 


Staber Industries, Inc., 4411 Marketing PI., Groveport, 
OH 43125 * 800-848-6200 or 614-836-5995 

Fax: 614-836-9524 « info@staber.com 
www.staber.com 


Frigidaire Home Products, 800-944-9044 
Canada: 800-668-4606 * www.frigidaire.com 


NEW ENGLAND 
SOLAR ELECTRIC, INC. 


3 South Worthington Road, PO Box 435 
Worthington, MA 01098 
1-800-914-4131 
This is the most popular book for PV remote 


homes. It is written and published by 
New England Solar Electric Inc. 


“Best all around book on wiring your PV 
system.” 
Real Goods Sourcebook 


“Our favorite book for Do-It- Yourselfers.” 
Windy Dankoff, Dankoff Solar Products 


$16.95 plus $3 PPS “This should become the bible for alternative 
(includes our $3 catalog) energy users.” 


Ken Cox, Trace Inverters 


Send $3 for our 80 page catalog and product guide 


Servel/Dometic Gas Refrigerators. Trace Inverters. Trojan Batteries. 
Siemens & Solarex PV modules, Osram Bulbs. Thinlite Fixtures 
Aquastar Hot Water Heaters. AIR 403 Wind Generators 


Best book, most user friendly catalog, 
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& best kits in the business. 
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JOHN PERL 


J * tiie ail A Chiltan Placed 


From Space To Earth: 
The Story of 


Solar Electricity 


By John Perlin 


Reviewed by Tor Allen 
©2000 Tor Allen 


t was a very pleasant surprise to find 

John Perlin with his new book at the 

ASES conference this past summer in 
Portland, Maine. As a researcher, 
educator, and advocate of renewable 
energy, I’m always on the lookout for 
materials that will increase my own 
knowledge, and also be useful in 
helping to educate others. This new 
book, From Space To Earth: The Story 
of Solar Electricity, is an absolute 
treasure. 


Solar 101—Required Reading 

The book is a must read for anyone interested in the 
subject of clean energy, whether you are a newcomer 
or an old-timer. It’s not just another dry presentation of a 
technology. Perlin does an excellent job of telling the 


history of solar electricity (photovoltaics, or PV) by 
focusing on the people and their needs, which helped 
drive the development of PV. 


Examples include Hans Zeigler’s relentless crusade to 
put solar cells on America’s first satellite, Captain 
Lomer’s fight to power navigational aids, and Father 
Verspieren’s efforts to pump water in the Sahara 
Desert. The stories of these individuals and others help 
make this book a fascinating read, and provide a 
motivational boost, urging us to strive ahead despite 
adversity. 


| was introduced to photovoltaics in the early ‘90s (my 
collection of Home Power dates back to February, 
1991). Over the past nine years, I’ve watched PV 
applications gradually and silently become part of our 
lives, even in my urban area. Emergency highway call 
boxes, portable construction signs, and solar-powered 
bus shelters are some examples. The book describes 
these applications and many others that now rely on 
photovoltaics as the first choice for power. 


Research 

In a world where the Internet is becoming a growing 
source of information—much of it without reference to 
authors or sources—this book exceeds my greatest 
expectations of accountability. Perlin meticulously 
documents his sources (and there are many, including 
numerous previously unpublished papers and 
unclassified documents), giving the reader complete 
confidence in the material presented. 


What Lies Ahead? 

Throughout the book, John shows how the photovoltaic 
industry progressed by meeting the challenges of 
providing power for stand-alone, wireless applications. 
It becomes clear why the centralized PG&E 6 MW PV 
plant no longer exists, while several thousand stand- 
alone PV systems continue to support critical functions, 
helping to keep the utility’s transmission and distribution 
grid operating (switches, cathodic protection, 
meterological towers, water level sensors, microwave 
repeaters, etc.). 


Perlin emphasizes that the demand for solar electricity 
will continue to be driven by stand-alone applications. 
Distributed grid-tied applications also are starting to 
pick up speed, as the role of the grid is redefined in this 
age of electric utility deregulation. 


Solid History 

In my quest to learn more about the solar industry, and 
to find material that is useful in educating others, this 
book is a prize. It is a reference book with personality. 
Solar electricity is about people and their needs, not 
just the technology. Perlin has written a history book 
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that anyone can relate to, providing a solid foundation 
on the subject. It has become a cornerstone in my solar 
workshops. | hope you enjoy it as much as | do. 


Access 

From Space To Earth: The Story of Solar Electricity, 
John Perlin, 1999 (ISBN 0 93948 14 4), US$32 from 
aatec publications, PO Box 7119, Ann Arbor, MI 48107 
800-995-1470 or 734-995-1470 * Fax: 734-995-1471 
aatecoub@mindspring.com 


Author: John Perlin,1809 Hillside Rd., Santa Barbara, 
CA 93101 * 805-687-0160 * Fax: 805-966-1344 
solarperlin@aol.com 


Reviewer: Tor Allen, President, The Rahus Institute, 
1535 Center Ave., Martinez, CA 94553 + 925-370-7262 
Fax: 815-461-1465 * tor@rahus.org * www.rahus.org 
Also at the Pacific Energy Center, 851 Howard St., 
San Francisco, CA 94103 * 415-972-5925 

Fax: 415-896-1290 * eats@pge.com 
www.pge.com/pec 


X Z SOLAR CONVERTERS INC. 


We manufacture power supplies for the 
renewable energy industry. 


New Products 
* 60 amp. Power Tracker™ charge controller with 
MPPT and voltage conversions 
* Constant Voltage Pump Driver with integral LVD 
and Float Switch Control 
* Voltage Controlled Switch - a simple relay switch for 
many uses 


Triple your power savings! 


¢ Use our products with maximum power point tracking to 
get all the power that you paid for. 

Typically you only get 53 watts of performance from a 
75 watt panel. 

* Our proven technology is combined with voltage 
conversions, which allows you to connect to high voltage 
panels using smaller wire, again saving cost. 

¢ Use the cost effective high voltage panels and really save 
on your system. 


Also, our usual large selection of LCB's, Cathodic 
Protection Controllers, DC to DC Converters and more. 


Highly efficient, reliable, low cost. Call your local dealer! 


SOLAR CONVERTERS INC. 
C1-199 Victoria Road South Guelph, Ontario N1E 6V1 Canada 
Ph. 519-824-5272 Fax. 519-823-0325 
Email: info@solarconverters.com Web: www.solarconverters.com 


Book Review 


Low Cost. High Performance 8 amp PWM Charge Controllers. 
Ideal for RV’s, marine, commercial applications. 
For all battery types & chemistries. 
Five year warranty 
Available world wide 


B. Z. Products, Inc. 

7614 Marion Ct., St. Louis, MO 63143, USA 
tel: 314-644-2490, fax: 314-644-6121 

email: bzp@inlink.com 


Ws 
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Do You Need Batteries?... 
RAE Storage Battery Company 


Since 1943... Quality & Service 
Surrette Solar 1, 400 Series, Type CH 375 - L16 
¢ 33.3% More Life Cycles 
¢ Greater Reserve Capacity 
¢ Expected Life of 10 Years 


¢ Warranty 2 Years Unconditional 
3 Years Prorated 


¢ Available Wet & Dry Charged 


e Engineered under careful guidelines 
by Dave Surrette - Family owned 
business Est. 1935 


If you need Competitive Pricing 
& Prompt Delivery call: 860-828-6007 


Fax 860-828-4540 
51 Deming Rd., POB 8005, 
Berlin, CT 06037 


Northwest Energy Storage is now wholesaling all Surrette 
Batteries west of the Mississippi. Call 800-718-8816 


NOW ON SALE $459, 


COMPLETE WITH 
AF KAGAN KIT 
$494! 


THE WORLD'S AEST SELLING TAO TLR 
INSTOCK! CALL TOLL FREE 648-205-0278 
wew. cetsolar.com 
Four Complete System Speciatits 
Creative Enengy Technologies 10 Main St. Sumeil, MY W21FS 
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Kagera Community Development Trust is 
looking for a donation of US$12,655 for 
fabrication and distribution of solar cookers 
as a pilot to tackle an energy crisis. Also 
looking for representative in the U.S. for the 
solar projects. Contact C. Fidelis 
Mutakyahwa, PO Box 1005, Bukoba, 
Tanzania * mutta@twiga.com 


AUSTRIA 

Mar 9-10, World Sustainable Energy Day 
2000, Wels, Austria. Showcases globe’s 
outstanding projects & initiatives, info on 
policy developments. O. O. 
Energiesparverband, Landstrabe 45, A-4020 
Linz, Austria * +43-732-6584-4380 

Fax: +43-732-6584-4383 + office@esv.or.at 
www.esv.or.at 


CANADA 

Oct 15-18, ‘00, The International EV 
Symposium, Contact: EVS-17, 
650-365-2802 * Fax: 650-365-2687 
ElectricEVent17@aol.com 


Alberta Sustainable House: Open 3rd & 4th 
Saturdays, 1-4 PM, free. Cold-climate 
features/products re: health, environment, 
conservation, AE, recycling, low energy, self- 
sufficiency, appropriate technology, & 
autonomous & sustainable housing, 9211 
Scurfield Dr NW, Calgary, Alberta T3L 1V9, 
Canada 403-239-1882 * Fax: 403-547-2671 
jdo@ucalgary.ca * www.ucalgary.ca/~jdo 


The Institute for Bioregional Studies 
demonstrates & teaches ecologically- 
oriented, scientific, social & technological 
achievements. IBS, 393 University Ave, 
Charlottetown, Prince Edward Island 
C1A 4N4 Canada * 902-892-9578 


Vancouver Electric Vehicle Association, call 
for meetings: PO Box 3456, 349 West 
Georgia, Vancouver, BC V6B 3Y4 Canada 
604-878-9500 * info@veva.bc.ca 
www.veva.bc.ca 


CHINA 

Apr 18-21, 2000, Int'l Exhibition on New 
Energy, RE, and Energy Saving 2000, 
Shanghai. Coastal Int'l Exhibition Co., 
852 2827 6766 « Fax: 852 2827 6870 
www.coastal.com.hk 
general@coastal.com.hk 


CUBA 

Apr 24-28, 2000: Cubasolar 2000, Sierra 
Maestros. Learn how Cuba meets energy 
needs with RE. Includes rural electrification, 
bioclimatic architecture, ecotourism, culture 
& energy conscience, and research & 
production of RE equipment. Contact: Emir 
Madruga Fax: 24 1732 or 24 2699 
sol@colombus.cu 


FRANCE 
Feb 7-9, ‘00, Global Business & Technical 


LN 


Outlook for Decentralized Power conference, 
Nice, France. Workshops, industry leader 
insights, keynote. Contact: Intertech, 

19 Northbrook Dr., Portland, ME 04105 
207-781-9800 * Fax: 207-781-2150 
info@intertechusa.com 


NATIONAL U.S. 

May 12-18, ‘00, American Tour de Sol, U.S. 
EV Championships, New York City to 
Washington, D.C. Contact: NESEA, 50 Miles 
St., Greenfield, MA 01301 * 413-774-6051 
Fax: 413-774-8053 » edu@nsea.org 
www.nesea.org 


American Hydrogen Association nat’! 
headquarters: 1739 W. 7th Ave., Mesa, AZ 
85202-1906 * 480-827-7915 

Fax: 480-967-6601 » aha@getnet.com 
www.clean-air.org 


American Wind Energy Association. Info 
about U.S. wind energy industry, 
membership, small turbine use, & more: 
www.awea.org 


State financial & regulatory incentives for RE 
(reports). North Carolina Solar Center, 

Box 7401 NCSU, Raleigh, NC 27695 
919-515-3480 * Fax: 919-515-5778 
www.ncsc.ncsu.edu/dsire.htm 


Energy Efficiency & Renewable Energy 
Clearinghouse (EREC): Insulation Basics 
(FS142), New Earth-Sheltered Houses 
(FS120), PV: Basic Design Principles & 
Components (FS231), Cooling Your Home 
Naturally (FS186), Automatic & 
Programmable Thermostats (FS215), & 
Small Wind Energy Systems for the 
Homeowner (FS135). EREC, PO Box 3048, 
Merrifield, VA 22116 * 800-363-3732 

TTY: 800-273-2957 * energyinfo@delphi.com 
www.eren.doe.gov 


Energy Efficiency & Renewable Energy 
Network (EREN), links to gov’t & private 
internet sites & offers “Ask an Energy Expert” 
online questions to specialists: 
www.eren.doe.gov * 800-363-3732 


Mar 13—Apr 24, ‘00: Photovoltaic Design 
Course—Online! Six week course teaches 
how to size and design a complete solar- 
electric system. $500 includes internet 
course, textbook, PV design CD-ROM, and 
Home Power CD-ROMs. Contact: SEI, PO 
Box 715, Carbondale, CO 81623 
970-963-8855 * Fax: 970-963-8866 
sei@solarenergy.org * www.solarenergy.org 


Green Power Web site: includes 
deregulation, “green” electricity choices, 
technology, marketing, standards, 
environmental claims, and national & state 
policies. Global Environmental Options 
(GEO), & CREST: www.green-power.com 


National Wind Technology Center, Golden, 
CO. Assisting wind turbine designers & 


manufacturers with development & fine 
tuning: 303-384-6900 + Fax: 303-384-6901 


Tesla Engine Builders Assoc.: info & 
networking. Send SASE to TEBA, 5464 N 
Port Washington Rd. #293, Milwaukee, WI 
53217 + teba@execpc.com 
www.execpc.com/~teba 


Sandia’s Web site, “Stand-Alone Photovoltaic 
Systems: A Handbook of Recommended 
Design Practices,” “Working Safely with PV,” 
& balance-of-system technical briefs, info on 
battery & inverter testing: www.sandia.gov/pv 


Solar Energy & Systems, Internet college 
course. Fundamentals of small RE. Weekly 
assignments reviewing texts, videos, WWW 
pages, & email Q&A. Mojave Community 
College. 800-678-3992 
lizcaw@et.mohave.cc.az.us 
http://solarnmc.mohave.cc.az.us 


Federal Trade Commission free pamphlets: 
Buying An Energy-Smart Appliance, 
EnergyGuide to Major Home Appliances, & 
EnergyGuide to Home Heating & Cooling. 
EnergyGuide, FTC, Rm 130, 6th St & 
Pennsylvania Ave NW, Washington, DC 
20580 * 202-326-2222 * TTY: 202-9326-2502 
www.fic.gov 


Solar curriculum for upper elementary & 
intermediate grades-Free! Six week science 
curriculum or individual sessions. Over 30 
classroom presentations & demos using free 
or low cost materials. Florida Solar Energy 
Center, Susan Schleith » 321-638-1017 
www.fsec.ucf.edu 


6th Annual National High School Student 
Solar Design Contest. Cash prizes for 
students, and trophies for teachers & schools 
sponsoring winning entries or having large 
student participation. Student entries: paper 
designs of solar powered devices, judged on 
originality, presentation, & technical 
application. Entries due Apr 1, ‘00. Winners 
announced on the mall at the EarthDay 2000 
Celebration. Potomac Region Solar Energy 
Association, Solar Technology Education 
Project, 11407 Cam Ct., Kensington, MD 
20895 * 301-593-4752 


ALABAMA 

The Self-Reliance Institute of NE Alabama 
seeks others interested in RE, earth- 
sheltered construction, & other self-reliant 
topics. SINA, 6585 Co Rd 22, Centre, AL 
35960 + cevans9@tds.com 


ARIZONA 

Feb 21-26, ‘00: Women’s PV Installation 
Retreat, Tucson. Basics of electricity, PV 
components, solar site analysis, system 
sizing, and a field installation. Women 
instructors. $500 includes lodging. 

SEI, PO Box 715, Carbondale, CO 81623 
970-963-8855 * Fax: 970-963-8866 
sei@solarenergy.org * www.solarenergy.org 


Feb 28—Mar 4, ‘00: PV Design & Installation 
Workshop, Phoenix. Basics of electricity, PV 
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components, solar site analysis, system 
sizing, and a field installation. SEI], PO Box 
715, Carbondale, CO 81623 * 970-963-8855 
Fax: 970-963-8866 * sei@solarenergy.org 
www.solarenergy.org 


March 11-12, ‘00: Hydrogen Conversion 
class. March 18-19, ‘00: Fuel Cell class. 
$225 per class, plus $50 deposit to register. 
American Hydrogen Association nat’! 
headquarters: 1739 W. 7th Ave., Mesa, AZ 
85202-1906 * 480-827-7915 

Fax: 480-967-6601 * aha@getnet.com 
www.clean-air.org 


Tax credits for solar in AZ. A technician 
certified by the AZ Department of Commerce 
must be on the job site. ARI SEIA, 
602-258-3422 


CALIFORNIA 

Campus Center for Appropriate Technology, 
Humboldt State University, Arcata. Ongoing 
workshops & presentations on alternative, 
renewable, & sustainable living. CCAT, HSU, 
Arcata, CA 95521 + 707-826-3551 
ccat@axe.humboldt.edu 
www.humboldt.edu/~ccat 


Energy Efficiency Building Standards for CA. 
Download or hard copy. CA Energy 
Commission, 800-772-3300 
www.energy.ca.gov/title24 


COLORADO 

Solar Energy International, hands-on 
workshops. 1 & 2 week sessions: PV Design 
& Installation, Advanced PV, Wind Power, 
Microhydro, Solar Cooking, Environmental 
Building Technologies, Solar Home Design, 
& Straw Bale Construction. Experienced 
instructors & industry reps. For owner- 
builders, industry technicians, business 
owners, career seekers, & international 
development workers. $500/week. 

SEI, PO Box 715, Carbondale, CO 81623 
970-963-8855 * Fax: 970-963-8866 
sei@solarenergy.org * www.solarenergy.org 


CONNECTICUT 

Mar 15-18, Building Energy 2000: Buildings, 
People and the Planet, 16th Annual QBC 
Conference, Yale University. A Conference 
on Renewable Technologies and sustainable 
design strategies. Contact: NESEA, 50 Miles 
St., Greenfield, MA 01301 + 413-774-6051 
Fax: 413-774-6053 * nhazard@nesea.org 
www.nesea.org 


FLORIDA 

Apr 28-29 & July 14-15, 2000. Solar Electric 
Home for the South. Learn to design, size, & 
install a solar electric system. Learn what 
makes a home comfortable in hot, humid 
climates. $125 for 2 days. Energy 
Conservation Services, 6120 SW 13 St., 
Gainesville, Fl 32608 * 352-377-8866 

Fax: 352-338-0056 * tom@ecs-solar.com 


IOWA 

lowa Renewable Energy Association (IREA) 
meets 2nd Sat every month at 9 AM, 
Prariewoods, Cedar Rapids. All welcome. 


Happenings 


Call for schedule changes. I-Renew, 
PO Box 466, North Liberty, lowa 52317 
319- 875-8772 + irenew@irenew.org 
www.irenew.org 


KENTUCKY 

Appalachia-Science in the Public Interest. 
Projects & demos in gardening, solar, 
sustainable forestry, & more. ASPI, 50 Lair 
St., Mt Vernon, KY 40456 + 606-256-0077 
aspi@kih.net * www.kih.net/aspi 


MASSACHUSETTS 

Greenfield Energy Park needs help 
preserving Greenfield’s historic past, using 
today’s energy & ideas, creating a 
sustainable future. Greenfield Energy Park, 
NESEA, 50 Miles St, Greenfield, MA 01301 
413-774-6051 + Fax: 413-774-6053 


MICHIGAN 

Tillers International, classes in draft animal 
power, small farming, blacksmithing, & 
woodworking. Tillers Int'l, 5239 S 24th St., 
Kalamazoo, MI 49002 * 616-344-3233 
Fax: 616-344-3238 « TillersOx@aol.com 
www.wmich.edu/tillers 


MONTANA 

Sage Mountain Center; seminars & 
workshops, one day, inexpensive sustainable 
home building, straw bale const., log 
furniture, cordwood const., solar electricity, 
more. SMC 79 Sage Mountain Trail, 
Whitehall, MT * Phone/Fax: 406-494 9875 


NEW MEXICO 

Profit From The Sun workshops, Moriarty, 
NM. RE, energy conservation, sustainable 
living, & energy independence. PFS, 505- 
281-1300 days + 505-832-1575 eves & 
weekends ° proffit@flash.net 
www.proffitfromthesun.com 


NEW YORK 

Apr 24-29, ‘00: PV Design & Installation 
Workshop, Woodstock. Basics of electricity, 
PV components, solar site analysis, system 
sizing, and a field installation. SEI], PO Box 
715, Carbondale, CO 81623 * 970-963-8855 
Fax: 970-963-8866 * sei@solarenergy.org 
www.solarenergy.org 


Oct 15-19, ‘00. Bioenergy 2000: Moving 
Technology into the Marketplace, the 9th 
biennial Bioenergy Conference: NRBF, 
202-624-8464 * nrbp@sso.org 


May 11-12, ‘00, Heavy-Duty Hybrid-EV 
Conference, LaGuardia Crowne Plaza, NY 
City. NESEA, 50 Miles St., Greenfield, MA 
01301 * 724-772-7148 * Fax: 413-774-6053 


NORTH CAROLINA 

How To Get Your Solar Power Home: 
Seminars 1st Sat. each month starting in 
March. Solar Village Institute, PO Box 14, 
Saxapahaw, NC 27340 + 336-376-9530 
Fax: 336-376-1809 « solarvil@netpath.net 


OHIO 

RE classes, 2nd Sat. each month, 10 AM to 2 
PM. Tech info, system design, NEC 
compliance, efficient appliances. In advance: 


$70, $90 w/spouse. Also hands-on straw bale 
post & beam building. Solar Creations, 

2189 SR 511 S., Perrysville, OH 44864 
419-368-4252 * www.bright.net/~solarcre 


OREGON 

Aprovecho Research Center, non-profit edu. 
org., 3 ten week internships. Spring, 
Summer, Fall. Appropriate tech, sustainable 
forestry & organic gardening. Aprovecho 
Research Center, 80574 Hazelton Rd., 
Cottage Grove, OR 97424 + 541-942-8198 + 
apro@efn.org 

www.efn.org/~apro 


SolWest Workshops: Retrofitting an Existing 
House for Energy Efficiency, by Anthony & 
Victoria Stoppiello, Mar 10-12, ‘00. Annual 
Tour of Homes, hosted by EORenew, May 
27, ‘00. Grid Intertie System Installation, a 
pre-fair workshop, by Richard Perez & Joe 
Schwartz, July 25-28, ‘00. John Day, OR. 
EORenew, PO Box 485, Canyon City, OR 
97820 * 541-575-3633 * solwest@eoni.com 
www.eoni.com/~solwest 


PENNSYLVANIA 

Aug 21-23, ‘00. Energy 2000 Energy 
Efficiency Workshop and Exposition: 
Pittsburgh, PA. Energy mangers conference. 
By the DOE’s FEMA Program, Dept. of 
Defense, and the General Services Admin. 
Contact: Florida Solar Energy Center, 1679 
Clearlake Rd., Cocoa, FL 32922 
800-395-8574 * joann@fsec.ucf.edu 


TENNESSEE 

Apr 10-15 ‘00: PV Design & Installation 
Workshop at The Farm, Summertown. 
Basics of electricity, PV components, solar 
site analysis, system sizing, and a field 
installation. SEI, PO Box 715, Carbondale, 
CO 81623 + 970-963-8855 

Fax: 970-963-8866 * sei@solarenergy.org 
www.solarenergy.org 


Kids To The Country; a nature study program 
for at-risk urban Tennessee children. 
Sponsorships & volunteers welcome. 
Contact: 51 The Farm, Summertown, TN 
38483 * 931-964-4391 + Fax: 931-964-4394 
ktcfarm@usit.net 


TEXAS 

Mar 20-25, ‘00: PV Design & Installation 
Workshop, Austin. Basics of electricity, PV 
components, solar site analysis, system 
sizing, and a field installation. SEI], PO Box 
715, Carbondale, CO 81623 + 970-963-8855 
Fax: 970-963-8866 * sei@solarenergy.org 
www.solarenergy.org 


Sep 29-Oct 1, ‘00: Renewable Energy 
Roundup, Fredericksburg. RE exhibits, 
demonstrations, workshops, tours. TX RE 
Industries Assoc. & Texas Solar Energy 
Society, 512-345-5446 » R1346@aol.com 
www.renewableenergyroundup.com 


The El Paso Solar Energy Association 
bilingual Web page. Info in Spanish on 
energy & energy saving. www.epsea.org 
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Happenings 


WASHINGTON STATE 

San Juan Islands workshops. Oct 23-28, ‘00: Wind Power with Mick 
Sagrillo ($500), Oct 13-15 Microhydro Power ($250), Oct 29 Solar, 
Wind, & Water Power for the Northwest ($75). Contact: SEI, PO Box 
715, Carbondale, CO 81623 + 970-963-8855 * Fax: 970-963-8866 
sei@solarenergy.org * www.solarenergy.org 


WISCONSIN 

Midwest Renewable Energy Association (MREA) Workshops. See 
ad. Call for cost, locations, instructors, & further workshop 
descriptions. MREA Membership & participation: all welcome. 
Significant others half price. MREA, PO Box 249, Amherst, WI 54406 
715-824-5166 * Fax: 715-824-5399 + mreainfo@wi-net.com 


June 16-21, ‘00: ASES, Solar2000-Solar Powers Life, Share the 
Energy conference. June 16—18, ‘00: Midwest Renewable Energy 
Fair. Both events together in Madison, WI. See ASES ad. 

June 12-16, ‘00, Women’s PV Design, $450. Contact: SEI, PO Box 
715, Carbondale, CO 81623 + 970-963-8855 * Fax: 970-963-8866 
sei@solarenergy.org * www.solarenergy.org 


Charge Controller 
Low-Voltage Disconnect =a ) 
Circuit Board 
Load 
aqua Ly} On/ Off 


As featured in Home Power #60 and #63 
Blank PC board $20 - 8-Amp kit $45 - 8-Amp assembled and tested $60 
Send check or money order to: 
Eklektix, Inc., 2910 Carnegie Dr., Boulder, CO 80303 
www.eklektix.com/solar - sales@eklektix.com 


OUR DE SOL 


AY 12-19, 2000 
NEW YORK CITY 
to 
WASHING 


0 


12th Annual EV, HEV and Fuel Cell Championship 


NORTHEAST SUSTAINABLE ENERGY ASSOCIATION 


50 MILES STREET * GREENFIELD, MA 01301 « (413) 774-6051 FAX 6053 
EMAIL: nesea@nesea.org WEB ADDRESS: http:/Avww.nesea.org 


Ce ne ee ee 
Please send me more information on: 


|_| Attending 
Exhibiting or Sponsoring 


|_| Entering 


|_| Volunteering 


Name 
Company name 
Address _.----__ 

City, State, Zip arene 
Phone ___.___ sé 


Occ: ltl il ll 


ELECTRIC CAR 
COMPONENTS & KITS 


*Reliable, Affordable Components 
*Large Library Of Adaptors 
*Most Experienced Tech Support 
*Design Assistance 


Conversion Kits: 

*Basic & Deluxe Universal Kits 
Contain all drive system components. You 
add mounts, boxes, etc. to fit your model. 

*Complete Custom Bolt-In Kits 
Voltsrabbit for VW Rabbit, and Vo/tsporsche 
for Porsche 914. Completely prefabbed. No 
design or welding necessary. Kits include 
everything except donor car & batteries. 


For Catalog, Send $6.00 To: 


ELECTRO AUTOMOTIVE 

POB 1113-HP 

FELTON, CA 95018 

(Outside the U.S. & Canada, add $5.00} 
www.electroauto.com 


CA Lic. #661052 
Our 16th Year Offgrid! 

We will meet or beat any other company’s prices. 
We provide excellent service and technical support. 
Residential Power - Water Systems - Communications 
Wind - PV - Hydro - Custom Design - Installation - Mail Order 
All Major Brands 


SIEMENS 


@ =evors California Rebates! 


(559) 877-7080 [i 


e-mail: ofln@aol.com 
http://www.psnw.com/~ofln 


located in the central Sierra, near Yosemite 


OFFLINE 
P.O. Box 231 


INNSEP) North Fork, CA 
MEMBER 


SanFrost 
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CC Expedition 


The World’s Brightest 
LED Flashlight 


sng 
Features: , 
* 7 SuperBright White LEDs —* Waterproof/Shockproof 
+ Full Brightness for Over * Unbreakable LED Bulbs 
40 Hours on 3 ‘C’ Cell Last for Thousands of Hours 
Alkaline Batteries. Durable “Twist On/Twist Off” 
Switch 


Made In USA 


800-522-8863 - ccrane.com 


Here's a brighter solution! 
Forever Titan Solar Light 


With an 18 watt fluorescent 
bulb, it is the brightest solar 


light on the market. Solar panel 


Fully recharged by the sun and 
portable, Forever Titan Solar 
Light is perfect for home, 
emergencies, camping and 
recreational activities. 


oanyXTy WS] 
qing nem 8] 


Get your Forever Titan Solar Light 15/4/10) 
package for $189. Call us now to order! 
(Includes lighting fixture, solar panel, and cable. Sales tax and shipping extra.) 


PO Box 591495, Dept. H 


San Francisco, CA 94159-1495 
415/831-6184 Fax: 415/831-6127 Bell Solar 
www.bellsolar.com International 


3830 Three Stage PWM Charge Controller 


Full featured 3 stage 

30 amp PWM Charge 

Controller for best 

battery performance 

and longevity. 

Complete digital 

metering. Oversized 

#6 Wire connectors. 

New DSC circuitry for cool efficient operation. Safe for 
all batteries. Available in 12 and 24 volt models. Easy 
installation. Available world wide. 


; yf. B. Z. Products, Inc. 
i 7614 Marion Ct., St. Louis, MO 63143, USA 
| ee tel: 314-644-2490, fax: 314-644-6121 
<< 


email: bzp @inlink.com 


BATTERY BOX i _ 
VENTILATOR = 


& BACK DRAFT DAMPER Ea 

* Positive hydrogen venting aaa 

* Stops back drafts 

¢ Keeps batteries warmer POWER VENT 

* Minimal power consumption 12v & 24v - $79 

* Available in 12, 24 or 48 VDC 48v — $104 

* Trace SW Inverter or controller required + $7 S&H (cont. U.S.) 
to switch fan on/off automatically CO residents add 3% 


C.C. Solar Technologies 
POB 52, Salida, CO 81201 
719.530.0718 

Or Ask Your Local R.E. Dealer 


Harris Hydroelectric 
Hydro- -Power for Home Use 


Works with heads as low as 10 feet « Price starts at $750 


New Features: 
17 bucket reshaped Pelton wheel 
Powder coated castings 


More efficient stator in high output models 
DAW 632 Swanton Road 
Davenport, CA 95017 
E 831-425-7652 


"The best Alternator-based MicroHydro generator I've ever seen." 
Bob-O Schultze, Hydroelectric Editor, Home Power Magazine 
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The Wiz 


is 


the GAisard 
speaks... 


Problems 
& Solutions 


lanet Earth has some serious 

problems. They are man-made 

problems. Many believe we are on 
the verge of a serious environmental 
disaster. The problems can be summed 
up as too many people using too much 
of the planet’s resources, and creating 
massive amounts of waste and 
pollution. This is causing accelerated 
environmental degradation. 


We already have the tools to address these problems. 
We just need to use them. First we must reduce the 
human population of the Earth. Next we need to 
become more efficient and less wasteful. Then we must 
develop the solar/wind/hydrogen fuel and energy 
economy. Finally, we must develop a system to recycle 
as close to one hundred percent of our wastes as 
possible. This means all wastes—industrial, agricultural, 
human, and others. 


The problems can be solved. It just requires the will to 
do what is necessary. If we do not have the will or 
inclination, then the natural process will solve the 
problems in its own way. However, we will not 
necessarily like nature’s solution. The sooner we act, 
the sooner things will begin to turn around. Waiting until 
disaster is just around the corner is waiting too long. Act 
now. 


Fony Enterprises 


Offering affordable custom services 
to small businesses for single projects 
or recurring needs. 


Design & Production Services Include: 
° Mechanical Design 
° CAD Drafting 
¢ Machining & Prototyping 
° DC Wiring 
¢ Short Run Assembly & Production 


Documentation & Marketing Services Include: 
© Technical Writing 
© Article Writing 
© Web Site Design & Maintenance 


We provide “a little extra horsepower” 
to take your project to completion. 


Pony Enterprises 
POB 1113, Felton, CA 95018 
phone: 631-429-1994 ¢ email: electro@cruzio.com 
web site: www.cruzio.com/~ponyent/ 


ia = 
eee if lar - P 
ea olar - is 


XK The natural ingredients of 


our soaps and bodycare products 
derive their energy from the Sun, as 
do our home and business. 
Discover the many items for home 
and personal care in our catalog: 
Simmons Handcrafts. 
42295 Hwy 36, Bridgeville, CA 95526 


Lake Superior Renewable Energy 
A.D. & P.C. Jasmin, Proprietors — A. Durst, Associate 


Wind Generators ¢ Towers ¢ Batteries 
Charge Controllers ¢ Inverters ¢ Backup Generators 
Battery Chargers © Site Evaluation 
Complete Systems Troubleshooting and Repair Service 
Surplus Military & Computer Grade Electronics 


We also do: Custom Computer Building / Upgrading / Networking 
Custom and Classic Motorcycle Electrical System Rewiring 


819 Maple Grove Rd., Duluth, MN 55811 
(218) 722-6749 


e-mail: slakjaw@aol.com ¢ web: http://members.tripod.com/+LSRE 
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Consumption 
Correction 

| received a call from Larry Schlussler at 
Sun Frost yesterday. A customer of his read 
my article in HP74, Solar Power & Rural 
Development in Nicaragua. The customer questioned a 

part in the text (page 37, Systems Overview) that said the Sun 
Frost RFVB vaccine refrigerator draws 156 watts—while there 
was only one 75 watt panel in the schematic. Larry was glad 
to hear that his unit functioned well on only one 75 watt panel 
(after a six month follow-up and five months into the worst 
season in this particular area, insolation-wise), but would like 
it clarified that his unit only draws 50 watts. My apologies for 
the error. Kathy Dickerson, Director, Agency for Environmental 
Health, Inc., PO Box 850977, New Orleans, LA 70185 
504-894-1411 * aehngo@earthlink.net * www.aehngo.org 


Sown Seeds 

Dear Richard, Thank you for the generous supply of HP74 
that contained our article about the class project, PV on 
Wheels. | have carefully distributed these copies to students, 
school board, administration, guidance counselors, and 
project supporters. The seeds have been sown! | look forward 
to a future of educational growth on renewable energy at 
Scales Mound High School. | see a forest of mighty oaks and 
many acorns of knowledge ahead. This is a good thing! 


Also | can tell you about the look of pride and self confidence | 
saw in one of the project students when | gave him his copy. 
He beamed with pride as other students looked over his 
shoulder and quizzed him about the article and project. For a 
moment (a very important moment), it was as if this kid had 
thrown the pass that won the game. It really made his day. 
Thanks. 


I'll follow up with an end of the first year report on the project 
in June ‘00. 


What’s next? A Harley Davidson electric motorcycle. I’m 
looking forward to how the school board and administration 
react to the EV project proposal. | plan to sail it by them this 
coming budget year. 


Thanks again for the help and support—as a teacher it really 
made my day! Oh, and thanks for the HP subscription for the 
school. The librarian put it right on the shelf where more 
students can read about RE. And now they can have some 
serious fun learning about it at their school—good ol’ Scales 
Mound High School. Learning is fun—serious fun! Dick 
Anderson, Industrial Technology Instructor, Scales Mound 


Letters to Home Power 


High School, 210 Main St., Scales Mound, IL 61075 
815-845-2215 * Fax: 815-845-2238 * rca@scalesmound.net 
www.scalesmound.net 


Student Project? 

Dear folks at HP Some of your readers are aware of what I’m 
working on; most of course are not. | showed up in John Day, 
Oregon at EORenew’s 1st annual SolWest renewable energy 
fair last summer with an idea for converting some of the 
energy in a stream of moving (but essentially flat) water into 
mechanical energy. Not all that novel an idea, except this 
system isn't rotational like a waterwheel or turbine. This 
system’s prime moving mechanism reciprocates. 


Oversimplified a little, it incorporates a single vane or blade 
attached to a swing arm that is supported over a moving 
stream. It moves back and forth in a pendulum-like motion, by 
changing the angle of the blade relative to the water at the 
end of each stroke. A connecting rod runs horizontally to a 
counterbalanced crank that rotates at about 30 rpm ina 
streamflow moving about 3 fps. 


This was my first experience at a renewable energy event, 
and the debut of my machine, which really wasn’t complete. | 
expected a considerable number of naysayers and a lack of 
comprehension. Instead, from the opening networking dinner, 
where | happened to sit down with lan Woofenden of HP and 
Kelly Larson of Alternative Energy Engineering, | was met with 
sincere interest and enthusiasm. Fairgrounds staff, vendors, 
demonstrations, participants, and observers were all really 
neat people, and I’m semi-reclusive by nature. 


Since then I’ve connected the machine to a small AC 
generator, and produced about 300 watts. The unit powered 
some light bulbs and a circular saw with no load against it, 
and also direct-powered a roller pump similar to the one in 
HP72, only larger. I’m not an engineer, so my development so 
far has been instinctive and “bend to fit.” 


What | would like to do is find a mechanical/electrical 
engineering student with an interest in RE who would be 
interested in helping develop this system, maybe as a class 
project. | have several ideas, but it’s going to take a while 
using my methods. Among the problems is converting a push- 
pull motion with high energy midstroke and dead spots on the 
ends, to mechanical power suitable for readily available 
components that rotate at relatively high soeeds—generators, 
pumps, compressors, etc. 


The advantages of the system are very low head requirement, 
no diversion, free passage of fish, and it sheds debris. So it’s 
not necessary to alter the stream, just capture a little gravity- 
induced power where appropriate. Thanks for the forum and 
the access. Lawrence, 26600 Gail Ln., Middleton, ID 83644 
208-585-6000 « lawrencehydro@yahoo.com 


Hi Brant, It was a pleasure to meet you at Solwest, and | hope 
you find help from our readers for your research project. | 
frequently run into people who would like to tap the energy in 
flatwater rivers and streams on their properties. Many hydro 
experts say that it can’t be done economically. | would love to 
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see someone prove them wrong. lan Woofenden 


Letters to Home Power 


Louisiana Solar Group 

| am interested in forming a solar/RE users group in the Baton 
Rouge, Louisiana area. My name is Jeff Shaw and | can be 
reached at jrs@rpmengbr.com or 225-767-0715. 


Sustainable Farm 

Dear Richard and the crew at Home Power: As | try to rock 
our kid to sleep, | want to take a moment to thank you for your 
terrific publication. After reading the first Tickell article on the 
Veggie Van (HP65, p. 46), we were sold on biodiesel! We did 
our vehicle research, and located a source of biodiesel. The 
photo shows our 1980 diesel Mercedes Wagon. After 
spending 14 days in lrag, pumping up with gas was a painful 
experience! 


Keep up the absolutely terrific work. I’ve enclosed a couple of 
articles on our work so you know what we are up to out here 
in Massachusetts. Take care, Ricky Baruk and Deb Habib, 
Seeds of Solidarity Farm, 165 Chestnut Hill Rd., Orange, MA 
01364 + solidar@shaysnet.com 


Right on, Ricky and Deb! We love getting feedback about 
folks who are part of the solution. | read the two articles you 
enclosed (Nurturing Seeds of Solidarity, Telegram & Gazette, 
Worcester Mass, August, 1999; and Seeking Liberation from 
the Cycle of Ecological Oppression, People’s Voice of 
Franklin County, Summer 1989). 


I’m impressed by the work on your organic farm. Reclaiming 
old pastureland to grow locally-distributed organic food is 
noble. I’m also a great fan of mulching and using worms. 
Extensive recycling, growing organic food, a 26 by 44 foot 
solar compost-heated greenhouse, PV system, solar hot 
water, composting toilet, constructed wetland to filter your 
greywater—sounds like you've got it covered. 


A biodiesel-fueled wagon seems like the perfect 
transportation for your homegrown organic produce deliveries, 
returning with barrels of restaurant compost scraps for your 
hungry worms. Excellent! May others follow in your footsteps. 
Joy Anderson 


Incompatible Utilities 

Richard: Thank you for not backing down on your critique of 
utilities (Letters, HP74). They are simply incompatible with a 
democratic and environmentally stable society. For example, 
suppose a utility like PG&E sends out 5 million bills each 
month. They need only add a $1 charge per month, a sum so 
small it will escape attention, and in a year they have a fund of 
$60 million for political mischief. In a 1905 issue of Arena 
magazine | found this quote: “No influence in political, 
business or general life has proved so corrupting to 
government, so demoralizing to the press and other public 
opinion-forming organs, or so vicious in lowering the moral 
ideals and integrity of the people as private companies 
operating public utilities.” 


The PUC is just an elaborate, expensive, and useless 
pretension. If the utility wants a 0.5 billion increase, they ask 
for 1.0 billion and the PUC grants 0.5 billion. It is all part of a 
corrupt system, of which publicly-owned grids are about as 
equally destructive of the environment as privately-owned 
grids. 


And thank you for pointing the way. J.B. Neilands, Professor, 
Emeritus, Department of Biochemistry, UC Berkeley 
lron@UClink4.berkeley.edu 


UPS Safety Concerns 

| have read with great interest several articles in HP regarding 
utility workers’ concerns with grid-intertied inverter safety. 
They regularly target these products as potential threats to 
utility worker safety, citing equipment failure as a remote 
possibility. 


In the meantime, many homes and businesses have installed 
UPS equipment to protect their computers and sensitive 
electronics from utility power “irregularities’-—brownouts, 
outages, and reconnect surges. These entry-level UPS 
products, often obtainable for around US$100, are far less 
sophisticated than synchronized, sine wave inverters which 
are listed for utility interconnection. Yet there seems to be little 
vocal concern by utilities that UPS products could jeopardize 
utility worker safety in the event of malfunction, component 
failure, or accident. Moreover, UPS products are typically 
installed by the end user without the assistance of a licensed 
electrical contractor or the watchful scrutiny of the local 
electrical inspector. 


How can utility companies cringe about the safety of grid- 
intertied synchronous inverters listed for this purpose while 
ignoring UPS products? | would feel safe speculating that 
there are far more UPS products installed on the grid than 
there are grid-intertied synchronous inverters. If safety was 
really the issue, then utilities would worry about the remote 
possibility of a UPS failure backfeeding the grid. | suspect 
revenue loss from grid-intertied renewable energy customers 
is their chief complaint—not safety. Erich Deters 
erichtd@commons.aim-smart.com 


Hi Erich, | share your feelings that potential loss of revenue 
and, even more so, control of generation sources, are the 
utilities’ main concerns with intertied RE systems. 
Unfortunately, lineman safety has become the red herring in 
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denying RE system owners access to the grid. Utilities have a 
responsibility to insure the safety of their line workers. So step 
one is to educate all uninformed utilities about the safety 
features of modern utility interactive (Ul) inverters. 


Unlike UI inverters, UPS systems do not have the circuitry 
required to backfeed the grid. This is why utilities typically 
don’t require notification of UPS systems installed on the grid. 
Joe Schwartz 


Sending a Signal to the Utilities 

Hi. | don’t know if everyone is aware, but Trace Engineering 
has now made it possible for all solar guerrillas to unite and 
literally send a signal across the utility lines directly to the 
utilities that they are no longer in control of their grid! 


The advent of the remote communications adapter that plugs 
into the serial port on the Trace SW inverter has made it 
possible to program the inverter from a PC via a modem. 
What if all Trace SW inverters (currently programed as utility 
backup with PV) were suddenly put into sell mode at the 
same time? 


Here is how | propose a message be sent to the utilities over 
their own grid: First we need to equip all previously installed 
Trace SW inverter systems that are now using the grid for 
backup instead of “sell mode” with remote communications 
adapters and modems. Then announce via email to the 
regulatory committees and the utilities that on a certain date 
all solar-powered systems across the country will be feeding 
the grid for the period of one week. We should give them 
about a week’s notice, maybe two (to be nice). Then at the 
selected hour we signal all SW inverters to switch to sell 
mode by reprogramming them remotely from a central 
location. 


| hope we will have enough inverters, PV panels, and enough 
sun to create a big enough signal in the form of excess power 
on the grid that the utilities can’t account for, that they will now 
longer be able to deny our existence! We can say, “Guerilla 

solar was here.” David M. Austin » DaveNRGman@ascent.net 


Hi David, Great idea! Unfortunately, even if every grid-tied 
Trace inverter in the U.S. was backfeeding all of its PV power 
to the grid at once, the utilities would be hard pressed to even 
notice. There just aren't enough of us yet. The growth of grid- 
intertied PV systems is stunted by the myth of payback, and 
the hurdles of utility authorization. Until people (and 
governments) compare the cost of renewables with the true 
costs of utility power, the movement will suffer. And until the 
monopolies are usurped and green power producers at all 
levels are allowed to freely share their resources with society, 
the movement will suffer. 


Yes, there is along fight in front of us before we will have a 
measurable effect on the utilities meters, their bottom line 
(contrary to their whinings), and their pollution. But that is our 
raison d'etre. | can’t wait until the day when our pressing the 
“sell” buttons in unison not only awakens the utilities, but the 
unpressing of them leaves society in want. Ben Root 


Hypocrisy of Independent Living 
Dear Richard, | saw you at the Southwest Renewable Energy 
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Fair at Flagstaff. It was a fine educational experience for me, 
as is every issue of Home Power. A lot of the technical 
information is over my head. By reading and by talking to 
knowledgeable folks, I’m slowly learning about RE. | certainly 
support your efforts and those of most of your readers. I'd like 
to point out, however, a contradiction | see over and over. 


A major theme in HP is “good” (such as RE advocates) vs 
“pad” (such as power companies). The “good” love the earth, 
and the “bad” are destroying it. What | see in every issue of 
your magazine, though, are pictures of single-family homes 
on clearcut hillsides, festooned with solar panels and wind 
generator towers. While owning a large lot to keep neighbors 
at bay is probably more satisfying than sharing a wall in an 
apartment or a lot in the typical suburbs, it is hardly “good” for 
the earth. What about the loss of flora and fauna, not to 
mention pristine views? In South Texas, the Hill Country is 
turning into a gigantic new suburb with 2 1/2, 5, or 10 acre lots 
of “nature lovers.” I’ve seen the same process in Colorado 
and New Mexico. It’s suburbia on a big scale. 


If we truly loved the earth, we could use other cultures as 
models. First, the Old Order Amish seem to have a handle on 
taking care of the earth. They are true stewards of this land. 
Second, Germans tend to cluster in high-density living units 
with each town owning and maintaining their own surrounding 
forest. While living with them for two years, | learned about 
reducing my daily consumption and to recycle instead of 
dumping my trash. 


Any traveler to Germany outside the city can witness people 
enjoying the benefits of technology in a tremendously 
congested area, and still enjoy nature. In the U.S., the most 
earth-friendly lifestyle consists of living in the city, using public 
transportation, and cutting back on consuming. 


| believe RE is the answer to the world’s energy needs. Many 
third world countries would benefit tremendously if they used 
some of the devices in your magazine. But, as an American, | 
propose we who are RE enthusiasts be more forthright and 
less sanctimonious. If | (we) wanted to save air quality, | 
wouldn’t have driven all the way to Arizona to park next to 
RVs for the Southwest RE Fair in Flagstaff—I would have 
read about it. If | (we) truly placed the earth’s needs before my 
own, | probably wouldn’t plan to build a passive solar house 
on 5 1/2 acres in the beautiful Texas Hill Country. | would 
move back into an apartment. 


People like the Amish, many Germans, and city dwellers can 
live more efficiently in terms of resources by living in groups. 
Let’s knock off the hypocrisy of independent living being 
better for the earth. Keep up the good work, Paul Bauml, San 
Antonio, TX 


Hey Paul, Your letter brings to mind Ernest Callenbach’s 
novel, Ecotopia. /n Callenbach’s utopian vision, American 
suburbs are eliminated, and densely populated, but 
comfortable urban centers are created. Trees are planted and 
stream courses are allowed to flow freely above ground. In 
your suggested European fashion, commercial and 
residential zoning are no longer separated, allowing for 
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efficient mass transit. 
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The question of “Where to put all the people?” points to public 
enemy number one—overpopulation. Over 6 billion served. 
What we can all do is minimize our impact on the planet's 
ecology. Using RE to generate clean electricity is something 
tangible and immediate. On-grid RE systems offer both the 
independence of uninterruptible power, and when we place 
green energy on the grid, interdependence, as we share 
clean energy with our neighbors. The best of both worlds, 
perhaps. Joe Schwariz 


Hi Paul, You make many good points, none of which | can 
really disagree with. But the one | like the most is about not 
being sanctimonious. Many of us are in this movement for 
“green” reasons. But | think the dirty little RE secret is that 
were also in it ‘cause we like the neat technology. / certainly 
count myself in that number, and I’m not ashamed. | think 
going after what we believe in and are interested in is the 
most important thing. Trying to convince others to live or 
believe as we do is a distraction at best, and 
counterproductive at worst. We have to walk the walk, and our 
talk should be about our walk and our choices, not telling 
others what to do. St. Francis of Assisi said, “It is no use 
walking anywhere to preach unless our walking is our 
preaching.” If | weren't in the middle of preaching at you, | 
might go farther and say “why preach at all if our walking is 
our preaching”... 


| think some people like living in the country and some people 
like living in the city. We should encourage everyone to find 
ways to live that are light on the planet and sustainable. We 
would love to see more articles submitted to HP about 
individual and community use of renewables in the city. The 
subsidized grid makes it harder for people to make the choice 
for renewables there, but it is happening, and we encourage 
readers to share their successes. Thanks again for your 
thought-provoking letter. lan Woofenden 


Inverter Homebrew 

Home Power, Can you get me something on how to build or 
fix inverters? The inverter is the heart of a solar electric 
system. | can make a square wave inverter, but | don’t like 
them! Is there a book on inverters? I'd like to read more on 
inverters in HP Your friend in solar electric, Kenny Runner, 
Galloway, WV 


Hi Kenny. There are no books on homebrewing sine wave 
inverters. Unfortunately, we can’t even get schematics for 
them either. Good luck in your search, and please let us know 
if you find anything useful. Richard Perez 


HP in Spanish 

Dear Richard Perez: jSaludos desde las Antillas! | am writing 
on behalf of Pablo Diaz Cuadrado, a farmer, builder, and 
inventor of Puerto Rico’s mountainous Toro Negro Forest. 
Pablo is committed to stepping lightly on the Earth, and would 
very much like to begin working with solar, wind, and/or 
hydroelectric energy. However, he does not read English, and 
has no access to technical information on harnessing these 
energy sources in tropical ecosystems. 


Part of being colonized is about consuming the products and 
energy resources provided by the colonizer. In the public 
school system, one text actually goes so far as to say that the 


Puerto Rican archipelago, one of the largest of the Antilles, 
and certainly blessed with steady wind currents, solar, tidal, 
and hydroelectric potential is a “small is/and bereft of 
resources.” 


After calling American Solar and the DOE about the possibility 
of getting information on renewable energy systems in 
Spanish and having no luck, one of those synchronicities that 
mark our lives put Home Power magazine in my hands! 
jFelicitaciones! Such great work! | was very impressed and 
when | saw your last name, | said to myself: Maybe Richard 
Perez can help! 


So I’m writing to you to find out if you know of any information 
published in South or Central America or throughout the 
Caribbean or in Spain that you could connect us to (we do not 
have access to the internet). Maybe you would be interested 
in getting a professional translator to work on an average of 
one article per magazine in Spanish. At the end of a year, 
you'd have an entire magazine in Spanish! 


Please forgive my presumption at making such a suggestion. 
| am moved to suggest it because we desperately need 
something like your magazine out here in Puerto Rico, 
throughout the Caribbean, and throughout the Spanish- 
speaking Americas. | know you get the gist. Can you help? 
Thank you! We look forward to hearing from you. Green 
blessings, Maria Bendetti, HC-1 Buz6n 6361, Orocovis, 
Puerto Rico 00720-9706 * 787-867-5561 


Hello Maria, wed love to see this information presented in 
other languages as well. Unfortunately, we can barely keep a 
handle on publishing Home Power in English, let alone in 
other languages. Translating is the easiest step—it's the cost 
of republishing and printing the magazine that's the problem. 
We have already given permission to two different individuals, 
one in Spain, to translate and reprint Home Power material. 
We will be happy to grant permission to translate and reprint 
Home Power to serious and responsible people if it means 
getting the technology to those who would otherwise miss out. 


Three people who are doing work in the renewable energy 
field in Spanish are Richard Komp, Susan Kinne, and Hector 
Gasquet. Ken Olson at SEI also may be able to help you out. 
Here's their access information. Richard Perez 


Richard J. Komp, President, Maine Solar Energy Association, 
RR 1 Box 7751, Jonesport, ME 04649 + 207-497-2204 
sunwatt@juno.com 


Susan Kinne, Electrical Engineering Department, National 
Engineering University, Telcor Central Box #5595, Managua, 
Nicaragua * 505-267-0275 ext. 335 ¢ Fax: 505-278-1461 
skinne@unicom.uni.edu.ni 


Hector Gasquet, 10909 Bill Collins Ct., El Paso, TX 79936 


Ken Olson, SEI, PO Box 715, Carbondale, CO 81623 
970-963-8855 * Fax: 970-963-8866 »* sei@solarenergy.org 
www.solarenergy.org 


Mixing Batteries 

Dear Home Power:|’m a Canadian residing here in the 
Dominican Republic. | came here to build microwave systems 
for the telephone company, then opened a small business in 
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electronics. After many attempts in different areas, we 
decided to hone in on alternative energy. We do, on a large 
scale, sales of large UPS systems to big companies; and ona 
smaller scale, backup power for homes, generally made up of 
charging sources, batteries, and inverters. 


With our 40-plus large customers and dozens of smaller ones, 
we often get used batteries given to us. With my test 
equipment, it is easy to determine if a battery is still good. We 
are aware of the rule against mixing battery types or units of 
different ages. But with different types of batteries, some in 
near-new condition, we have been breaking all the rules and 
doing some experimenting. 


At this moment we are using a 12 VDC bank made up of two 
Power Batt PRC-1265 (65 AH @ 8 hr), two Best BATA-0483 
(100 AH @ 20 hr), and three Yuasa NP 12-38 (38 AH @ 8 hr) 
batteries. The Power and Best units were practically brand 
new, and the Yuasas about one year old. 


We have been experimenting using a variety of connections 
and have come up with an arrangement which seems to be 
working. The three Yuasas are paralleled with #8 wire, the two 
Bests are paralleled with bus bars equal to #00, and the two 
Powers are paralleled with bus bars equal to #0000 cable. 
The Yuasas are farthest away from the load and are jumpered 
to the Bests with #8 wire, then the Bests go up to the Powers 
with #0 cable, and the jumpers from the Powers to the main 
inverter bus bar are #0000. 


This setup wasn’t given much in-depth thought or calculation 
except that we wanted the batteries to share the load partly 
based on each one’s percentage capacity of the whole group. 


The other day we had a ten-hour power failure (not 
uncommon) and we were pulling about 28 amps DC from the 
bank. We watched the voltages and it seems that the different 
gauges of inter-battery connections have a balancing effect. 
After ten hours, the bank voltage was 12.04 V. The Yuasas 
were around 12.06, the Bests around 12.05, and the Powers 
about 12.04. 


We realize that this isn’t a very scientific analysis of the 
situation, but we are very curious to know if anyone else has 
experimented with battery mixing. My future plans are to build 
two very heavy gauge, flat copper bus bars along the wall 
above the battery bank and then connect the different types 
and sizes to the bars using different gauges of cable to 
balance the different capacities and be able to monitor exactly 
how much power is being drawn from each battery. We want 
to come up with some sort of theoretical connection guide for 
people with situations like us. I'll bet lots of people are missing 
batteries right now, and may be doing it detrimentally. 


My theory is that if | add non-standard batteries to my string in 
such a way as to lessen the depth of discharge for all of them, 
I’m doing the right thing regardless of the guidelines. 
However, if by adding strangers to the group, the discharge is 
deeper, then the idea should be discontinued. Hope you 
found this interesting. John H. Van Allen, Republica 
Dominicana, West Indies 
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Dear John, Rock and roll. Let me know how it turns out. 
Richard Perez 


Dishwasher Search 

Dear Home Power, We really appreciate the information in the 
magazine. We have a small system now, but we’re planning 
to upgrade when we build a better house over the next couple 
of years. 


My question is this: What type of dishwasher is the best for an 
RE system? | know that most will say “manual,” but | have a 
progressive neuromuscular disorder and foresee needing an 
automatic dishwasher. Asko is one brand that is supposed to 
be super-efficient, and | hope to get to Atlanta this winter to 
see one. They’re not available here. 


A friend said there are countertop models, but I’ve never 
heard of them and don’t want something that is more trouble 
than convenience. She also said an RV model might be good 
for me because my countertops are extra low, to fit my height. 
| didn’t know RVs had dishwashers. 


What ideas do you folks have on this subject? Thanks for any 
help you can give. Georgia Pomphrey, Rockford, TN 


Hi Georgia, After | get an appliance | don’t keep up on what’s 
out there, so really everything | know about dishwashers is in 
HP52, Home & Heart, page 94, where | wrote about getting 
my Asko. Cautions about full sine wave inverters and 
invalidating warranties apply to all appliances. Kathleen 
Jarschke-Schultze 


Small 12 Volt PV System 

Dear Home Power. You guys are so lucky living in Ashland. | 
used to live there from 69 to 71 playing in a rock band. | miss 
Lithia Park and the Shakespeare Festival. 


Could you please steer me right on some PV? | am trying to 
outfit my 82 Ford 4WD van with a 12 volt system. | have 
space for two PV panels on the roof and a custom box that 
would hold four Trojan T-105 batteries. All | will be running is a 
12 volt AC/DC TV (70 watts), a stereo (60 watts), and a small 
12 volt light, for about six hours a day if possible. Roughly 200 
watts total. 


What type of controller would you recommend? | have been 
looking at a Trace C-40, an SCI, and a Morningstar. Are the 
UniSolar panels superior in low light? (There really isn’t that 
much sunshine here in Seattle. That’s why | thought UniSolar 
might be good.) Are two 64 watt panels enough? Are four T- 
105s enough? Would | need circuit breakers? 


I've been trying to gather ideas from your most recent issues. 
Any advice you could give me would really be appreciated as 
you guys are the foremost experts on the subject, in my 

opinion. Thank you very much, Scott Stilwell, Lynnwood, WA 


Hello Scott. First, I'd like steer you to Ben Root'’s great article 
on load analysis, in HP58, page 38. The first step in sizing a 
system is figuring out your loads. You can download this 
article and a loads spreadsheet from www.homepower.com. 


If you want to draw 200 watts for 6 hours every day, that’s a 
total of 1,200 watt-hours per day. Using the equation of volts 
times amps equals watts: 1,200 watt-hours divided by 12 volts 


Home Power #75 « February / March 2000 


147 


Letters to Home Power 


equals 100 amp-hours. Four Trojan T-105 batteries wired in 
series-parallel for 12 volts has a capacity of 220 amp-hours. If 
you use 100 amp-hours, you're drawing your battery down a 
little less than 50 percent. 


The batteries can handle that depth of discharge that 
frequently if you're kind to them and make sure they get filled 
back up daily. If you only had two 64 watt PV panels to do the 
job (not counting your car alternator that you can use to 
charge your batteries while driving), that’s a total of 128 watts 
peak. If you're using a total of 1,200 watt-hours daily (from the 
above calculation), divide 1,200 WH by 128 W—you'll need 
about 10 hours of sun at peak wattage to top those batteries 
off. 


Ten hours of sun year-round, especially in Seattle, is totally 
unrealistic. You either need to reduce your loads or increase 
your charging sources. Perhaps you could use LED lighting? 
I'd also recommend installing some instrumentation so you 
can monitor your system. | have an E-Meter that tells me how 
many amp-hours | have in my battery bank, but there are 
other good meters out there. And yes, you will definitely need 
all the appropriate fusing. We have lots of examples of small 
systems in our back issues. 


| just hooked up a small 12 volt PV system on my full-time 18 

foot RV. There are many good products out there, but here’s a 
quick run-down on some of my system components and why | 
chose them. 


| installed two 100 watt Siemens SR100 panels on a Direct 
Power adjustable tilt-up rack. The rack is made for RVs, and 
tilts 45° either fore or aft. It’s also easily adjustable with 
thumbscrews, and is fairly lightweight. When | was 
researching panels for my system, | measured the available 
space on my roof, then checked out dimensions of different 
panels. The Direct Power rack is made to fit two SR100s, and 
was exactly the right size for my roof, so | went with that 
setup. 


Before | bought the Siemens modules, | also looked at 
UniSolar. UniSolar makes flexible, unbreakable, lightweight 
panels without the glass. The UniSolars looked really 
attractive, but | was trying to maximize my surface area since 
my rig is mostly in the cloudy Northwest. Because | was really 
tight on roof space, the fact that the UniSolar modules don’t 
put out as many watts per square foot as some other panels 
was the deciding factor against them. | hear that UniSolars 
have a good reputation in high heat and in partially-shaded 
conditions, though | don’t know about low light. lan 
Woofenden tells me that the BP590s are considered to be the 
most space-efficient panel on the market now, as far as he 
knows, and that they get high marks for low light and partial 
shading. 


My charge controller is a Heliotrope RV-30, made especially 
for RVs and applications where there are two battery banks. 
Keeping my engine battery topped off with solar energy is a 
definite plus—the RV-30 regulates both my engine battery 
and the four Trojan T-105s in the coach. 


| selected the four Trojan T-105s because they were 
inexpensive and had a proven track record. Lead-acid 
batteries were no problem in my application because the 


space | planned to put them in is vented to the outside, and 
because | planned to use Hydrocaps. Since then, however, 
I’ve become very interested in some of the newer sealed gel- 
cell batteries. 


Good luck with your system, and above all, have fun! Joy 
Anderson 


Can’t Skim HP 

Hey, Home Power is getting too big! In this info age we are 
bombarded with volumes of printed material. One mag | 
subscribe to is the CEE News, covering the electrical 
construction industry. A quick read, so | pick it up first. (By the 
way, Code Corner in CEE is a must-read for all renewable 
energy installers.) Another mag | read is Wired. Too much, too 
jarring, cutting edge computer culture info, but the last thing | 
read, and since it went by way of corporate takeover, | may 
drop it. 


Take as many ads as you can, police the price and claims. 
We can make intelligent decisions whether to read them or 
not. 


But each article from your staff has so much credibility that | 
can not skim them. | need less basics—that’s what the 
Solar2&3 CD-ROMS are for. We need news, politics, code, 
installation articles, and new products news. 


And thanks for the renewal notice—just don’t abuse it. State 
the notice as your one and only and last 30, 60, or 90 day 
notice. We are all conditioned by the mainstream publishers 
by getting 6 and 8 month renewal notices. How many million 
times have | been told not to exaggerate... Reese K. 


Thanks for the flowers, Reese, and your comments. My 
brother-in-law calls those cheap western novels “grapes,” 
‘cause you read them quickly for pleasure, just like popping 
grapes into your mouth. I’m glad that HP is on the other end 
of the reading spectrum—uwith serious mental nourishment 
instead of just snack food. We try to make each article full and 
solid. Sorry to torment you, but we're aiming to keep you from 
skimming! 

We also try to keep our ad to article ratio well below normal 
magazine standards, though our advertisers perform a 
valuable service, keeping you up to date on new products. 
And speaking of products, you'll be happy to see three Things 
that Work! reviews in this issue. Thanks for the 
encouragement. lan Woofenden 


Community vs Corporate Wind Development 

As the debate over a proposed wind farm in Washington 
County, Wisconsin heats up, | offer a viewpoint overlooked 
thus far in the statewide debate. Does Wisconsin want 
community or corporate wind development? 


Community wind is locally owned, produced, and consumed 
wind-generated energy scattered widely across a county or 
state in “micro-clusters” of 1 to 3 turbines per site. 


Corporate wind is investor-owned and consists of dozens (or 
hundreds) of wind turbines concentrated over a small area (a 
“wind farm”) with the energy usually transmitted out of the 
area or state. 
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If given a choice, I’d assume that most Wisconsinites would 
favor community wind. Yet, two recently signed state laws 
favor corporate wind over community wind. In 1998, Governor 
Thompson signed a so-called “Electric Reliability Act” (Act 
204). This year, a so-called “Public Benefits” bill passed, 
which further hinders Wisconsin’s small business’ efforts to 
gain a foothold and grow with Wisconsin’s emerging wind 
generating market. 


Act 204 mandates that 50 MW (about 25,000 homes) of new 
renewable energy be constructed in Wisconsin by December 
2000. This mandate favors corporate wind because only a 
large-scale wind farm can meet the arbitrary deadline. 
Smaller-scale community wind needs time to build a business 
plan, locate sites, negotiate contracts, and erect towers. Act 
204 punishes Wisconsin’s emerging green independent 
power producers (IPPs) because only the investor owned 
utility “big boys” can meet this mandate’s deadline. 


Likewise, the recently enacted so-called “Public Benefits” bill 
also favors corporate wind. This bill mandates that Wisconsin 
get about 2 percent of its energy demand from renewable 
sources by 2010. This legislation doesn’t require that the 
supply be generated in Wisconsin. Corporate wind from lowa 
or Minnesota can meet that requirement. Once again, 
corporate wind wins and community wind loses. 


It appears that both Act 204 and the Public Benefits bills 
signed by the Governor are badly flawed and anti-small 
business. Both bills badly hurt Wisconsin’s emerging green 
IPPs. | encourage all who favor community wind to contact 
the PSC in Madison and ask why corporate wind is being 
heavily favored in Wisconsin. Michael Mangan, Emerald 
Energy, LLC, 1102 N. Breens Bay Rd., Oconomowoc, WI 
53066 * 262-646-4664 


RE Museum Proposal 

Hi Richard, I’m in the process of putting together a museum. 
The site is off I-70 in Illinois, at Martinsville. | would like the 
buildings powered by a renewable energy source— 
underground pipe with antifreeze, and solar for lights, heat, 
etc. 


1) This would be Illinois’ first renewable energy museum. 2) | 
would like to hold a renewable energy fair with the Midwest 
Renewable Energy Fair from Wisconsin. 3) Manufacturers 
would have permanent displays in a future wing of the 
museum (Earth’s Future). 4) I’m working to obtain grants from 
Illinois Department of Commerce, and federal grants as well. 


| would love to hear from people and businesses. | want to 
study all possible plans before construction. Do you have any 
ideas how | could pursue this project? Hope to hear from lots 
of people! Sincerely, Cindy Connor, 604 E. Union St., West 
Union, IL 62477 * Fax/Phone: 217-279-3463 


Getting Started 

It started with Hurricane Floyd, as it was bearing down on 
North Carolina. | had run out and gotten water and food 
supplies for my elderly in-laws and myself. | was looking for 
C-cell batteries. None were to be found, so | adapted a 
portable radio with a set of jumper wires to a 6 volt lantern 
battery. However | was still in need of batteries. So | went to a 


Letters to Home Power 


discount store and bought a 12 volt truck battery, went to 
Radio Shack and bought two 3-outlet 12 volt power strips and 
fuses, and wire. | came home and adapted all | needed for the 
three of us. We survived the storm and the power outage. 


| have been reading Home Power magazine for about three 
years now. | plan to use all of this information once | retired to 
our 40 acres in southwest Utah. Well to make a long story 
shorter, | bought a 60 watt solar panel and a charge controller 
from a dealer on the Internet, and now keep the truck battery | 
bought topped off. | know the truck battery is not the right 
battery for real use and storage. But I'll use it until it dies, and 
then buy the correct type. | bought a 20 watt, twin-tube, 12 
volt fluorescent light, and mounted it over the kitchen sink. | 
use it daily. | am building two 12 V white LED lights (like in 
HP73) for use in the stairwell of our home. 


| am sorry that | waited so long to get started with solar power, 
but at least | have started. Even though | am a small user of 
the power of the sun, at least | have begun. | thank you and 
your staff for all the very good work you all do in getting out 
each issue. By the way, HP73 & 74 are—in my mind—the 
best two issues so far. All the best, Terry Smith 
bnme@carolina.net 
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SolarRoofs.com CARDENING 


Complete Solar Water Heaters starting at $895! ' 
FIREBALL se CHELVES 
2001 Or es paey wilh = Great for your 
Y2K Compliant f= ati owner Cunroom, 
PV Options . ne only South Window or 
aur Creenhouse! 


Patented Design 
Dealer Inquiries =r | : : i : ’ : 
Welcome t Free Catalog 


Check out these Exciting, Very Easy to Install, oF 
& Affordable Systems! THE GREENSHELF 


We are Web based: www.solarroofs.com a ae THe ete ee 1-600-400-2664 
SolarRoofs.com, Carmichael, CA ¢ (916) 481-7200 


Need a renewable energy 
quick-start for the ole’ brain? 


Home Power Quick-Start Subscription Special 


our last six available issues, plus a one year surface 
subscription...all for $45 inside USA 
(Call for International Rates) 


Home Power Magazine 
P.O. Box 520, Ashland OR 97520 USA 


800-707-6585 in USA, or 541-512-0201 
VISA or MC 


Back Issues 
\ of Home Power ! 


Check out our Web site www.homepower.com ... 
It contains an index of all articles back to issue #1. 


You can buy back issues individually: 
¢ $3.25 each for 17 through 20 
* $4.75 each for 21 through 45 (except for 25, 35, 36, 38, 40, 41) 
* $5.75 each for 46 through 72 (except for 59-61, 63-65, 67) 
20R= 
Deal #1: All available back issues for $100 
Deal #2: 6 or more issues (of 21 through 73) for $4.00 each (sent bound printed matter). 
for U.S. ZIP codes only, see page 81 for international back issues. 


Check with your local library—through interlibrary loan you can get back issues. 
The Jackson County Library in Oregon and the Alfred Mann Library at Cornell University have all issues. 


Or, get the CD-ROMs—Solar2 (HP1—HP42), Solar3 (HP43—HP60) and Solar4 (HP61—HP70). 
Home Power, PO Box 520, Ashland, OR 97520 - 800-707-6585 + 541-512-0201 
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Amazon 


Power Company 


Photovoltaic Systems 
for Home, Water pumping, & RVs 


System Design, Sales, 
& Installation 


Donna Fischer 
Amazon Power Company 
RR 1,Box1,Embudo, NM87531 


505-579-4089 


Colorado Electrical Contractor Lic # 025230 


QWPLANET DC 

Now! RParts carries 
Planet DC refrigerators 
and freezers. We have 
everything to meet all your 


refrigeration needs at RPrices. 
Guaranteed lowest. 


Call 800-720-3907 for a brochure 


PARTS 


PARTS SOLUTION 


P.O.BOX5633 BERKELEY, CA 94705-0633 
(800) 720-3907 (510) 436-3962 FAX (510) 533-5605 


rparts@rparts.com www.rparts.com 


www.homepower.com 


AC/DC Inverters, Solar Electric Modules 
1-888-SOLARNOW 


(o~ Toll Free 


HORIZON INDUSTRIES 


We Sell The Best YY) 
& ServiceThe Rest — cai sein 
Mention This Ad & Receive A Free 100 Page Catalog 
2120 W Mission Rd (#L), Escondido, CA 92029 


(760) 480-0403 ay. mies 


www.horizonsolar.com 
Q Water Pumps, DC Lights, DC Appliances 
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AriStar Solar Electric 


Kyocera, Astropower, 
Heliotrope, Trace, Heart 
& complete U-DO-IT systems 


888-878-6786 www.azsolar.com 
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Troy 


Adopt a Library! 


When Karen and | were living with kerosene lamps, we went to our local 
public library to find out if there was a better way to light up our nights. 
We found nothing about small scale renewable energy. 


One of the first things we did when we started publishing this magazine 
twelve years ago was to give a subscription to our local public library. 


You may want to do the same for your local public library.We'll split the 
cost (50/50) of the sub with you if you do.You pay $11.25 and Home 
Power will pay the rest. If your public library is outside of the USA, then 
we'll split the sub to your location so call for rates. 


Please check with your public library before sending them a sub. Some 
rural libraries may not have space, so check with your librarian before 
adopting your local public library. Sorry, but libraries which restrict access 
are not eligible for this Adopt a Library deal—the library must give free 
public access. — Richard Perez 
To Adopt a Library write or call 
Home Power® 
PO Box 520, Ashland, OR 97520 USA 
1-800-707-6585 or 541-512-0201 or FAX 541-512-0343 
hp@homepower.com * www.homepower.com 
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Ozonal Notes 


A Short 
History of 
Home Power 


Richard Perez ©2000 Richard Perez 


s we enter the year 2000 and 

Home Power's thirteenth year of 

publication, | thought you might 
enjoy a short history of how this 
publication began and developed. 


Back to the Land 

It all began when Karen and | joined the “back to the 
land” rush in 1970. After four years of city living, we 
became Haight-Ashbury refugees. We joined the flow of 
folks leaving the cities and seeking a better life in the 
country. After seven months of traveling, which spanned 
the U.S. from coast to coast, we finally found our home 
on Agate Flat, Oregon. Oddly enough, after all of our 
determined and highly planned searching, we found our 
homestead by getting lost. We went looking for property 
miles from here. We got lost. It rained, and we could 
only go downhill. We ran into a local sourdough old 
timer named George Wright who mentioned that he had 
property for sale. We bought it. 


We found, as many back-to-the-landers do, that the 
only land we wanted and could afford was off-grid. In 
our case, it was six miles from the nearest commercial 
electric power outlet or telephone. This didn’t bother us 
at all. We’d had enough of city conveniences, and we 
were willing to rough it if it meant that we got to live ina 
beautiful and serene place. We bought our homestead 
and moved in. With the help of two friends, we built a 
26 foot diameter geodesic dome in thirteen days, using 
only hand tools. This dome taught me that | was not a 
carpenter. It leaked badly, but we survived our first 
winter in the Siskiyou Mountains. 


We used kerosene lamps for lighting. We hauled our 
water in five gallon jerry cans from our spring, about 
300 yards from the dome. We heated the uninsulated 
dome with a wood stove. We were total greenhorns 
when it came to country living. Our heads were full of 
the romantic nonsense that comes from living in the city 


and dreaming of a country life. For just one example, 
we attempted to gather an entire winter’s firewood 
without using a chain saw. Fortunately, we had old 
Sourdough George for a neighbor. Without him and his 
chain saw, | suspect that we might have frozen out 
during our first winter. 


When we moved to the country, we immediately went 
into economic catharsis. All our skills were city skills— 
skills which we could find no market for in our country 
environment. Over the years we adapted. Karen 
punched cows for neighboring ranchers. | built barbed- 
wire fences, made custom hunting knives, and did odd 
jobs around the neighborhood. We did whatever we 
could to survive in our new home. 


It was pretty grim financially. There were three years in 
a row when our entire household income was under 
US$600. Karen developed at least a hundred ways to 
fix beans and rice. For four years we made do without a 
truck, and hauled all our supplies in via backpack and 
horse. 


Our only electrical appliance was a small Sony cassette 
player powered by C-sized dry cells. Most of the time, 
we were too broke to buy batteries, and we had to do 
without the Grateful Dead’s music. The Dead are our 
muses. We listened to them live at the Panhandle, 
Avalon, and Filmore. Their music was just about the 
only thing we wanted to export from the city. 


Our First Electric Power System 

Around 1977, | decided it was time to electrify our 
homestead. We were tired of kerosene lighting. It was 
smelly, dim, and dangerous. We also wanted more 
music, without the expense and hassle of buying fleets 
of dry-cell batteries. Since my background was in 
physics and electronics, | decided to build a power 
system. 


| went to the junkyard and got an alternator from an old 
truck. | hooked this alternator to a castoff one-lung gas 
engine. We saved up and bought a car battery. | 
combed auto junkyards for taillights, which | turned into 
lights for our house. Everything was scrounged and 
recycled from dead cars and trucks—right down to the 
wire and switches. This early system worked. It wasn’t 
very powerful, but it brought electricity to our 
homestead for very little money. We ran lights, radios, 
and the cassette player. Over the years we added to 
this system. 


By 1983, our neighbors noticed what we were doing 
and asked me to do it for them too. We went into the 
off-grid power system business. We bought our first PV 
module in the spring of 1985—it took us a year to save 
the money for it. It was soon followed by two more 
modules as our RE business grew. 
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Selling RE Systems to Others 

By 1987, | had electrified over a dozen homesteads in 
our immediate neighborhood. Our RE business had 
grown to the point where Karen and | actually regained 
the privilege of paying taxes. | had written a book on 
batteries which was published by TAB Books in 1983. | 
was also churning out pamphlets for my RE system 
customers to help them learn how to run their systems 
and how to care for their batteries. 


Since we had already electrified our neighborhood, | 
went searching for new customers. What | discovered 
was that there was no effective place for us to advertise 
our business. | also discovered that each new customer 
had to be educated about the possibilities of living off- 
grid with solar power. We decided that we needed a 
publication specifically devoted to small-scale RE 
systems—a place where we could both educate and 
advertise. We needed Home Power. 


Home Power is Born 

In November of 1987, we mailed 7,000 copies of Home 
Power #7 to folks who had purchased a PV module or 
other RE gear within the last few years. Many RE 
businesses were kind enough to donate their mailing 
lists to help us get started. Some of these businesses 
believed enough in what we were doing to actually 
advertise in the first issue. We mailed the issue and 
held our breath. Within a month, we had over 4,000 
subscribers. 


In those days, we mailed Home Power free to anyone 
who requested it. Our original concept was that Home 
Power would provide hands-on technical information 
about RE systems, and support itself by selling 
advertising within its pages. This concept worked well 
until around HP73, when printing, paper, and mailing 
costs began to exceed our advertising revenue. With 
HP15, and after more than two years of giving 
subscriptions away for free, we began charging for 
Home Power. At this point, the magazine was barely 
supporting Karen and me. We were publishing the 
magazine from a single Mac computer at our 
homestead on Agate Flat. We needed help, and the 
only way to get it was to hire folks to work with us. 
Karen and | were working twelve hour days, seven days 
a week. We couldn’t begin to keep up with the flow of 
info and sales on our own. 


Over the next few years, the magazine really began to 
grow—more subscribers, more advertisers, and more 
pages of RE info. More and more folks wanted to use 
RE to power their homesteads. Home Power became 
the place to learn the technology and to access the 
required hardware via our advertisers. 


Ozonal Notes 


Getting Colorful and Slick 

In 1993 we took a big risk. We’d had trouble getting 
Home Power on newsstands. While the info in HP was 
real enough, its physical appearance wasn’t up to 
newsstand standards. Newsstand distributors were put 
off by our funky black and white print job on recycled 
newsprint paper. If we were going to spread HP’s 
message via newsstands, then we were going to have 
to make some changes. So change we did. 


With HP35, we changed printers and revamped our 
production. We went from paste-ups (art board 
masters) to a total digital production; Instead of sending 
paste-ups to our printer, we sent computer disks. We 
also moved into a higher quality, full color print job, but 
still on high quality recycled paper. We couldn’t have 
accomplished this without the aid of our new printer, St. 
Croix Press in New Richmond, Wisconsin. St. Croix 
was invaluable—they taught us digital publishing 
technology and helped us with the many mistakes we 
made. With this change, newsstands began selling 
Home Power, and the mutant spore began to spread 
even farther. 


Getting Home Power Online 

We began putting Home Power online for computer 
users in the early 1990s. We ran our own computer 
BBS and gave our information to anyone who cared to 
download it. We still continue this, only on the Internet 
rather than on a BBS. We really like getting back to our 
roots by giving away the information in Home Power. 
While we can’t afford to do this with the paper edition 
because of printing, paper, and postage costs, we can 
do this on the Internet. 


Home Power Today 

We still have the same mission statement—to provide 
technical information and hardware access for small- 
scale RE systems. 


For each of the last four issues, we've printed 26,500 
copies of Home Power. About half of these copies go 
out to newsstands worldwide, and the remainder are 
mailed to subscribers worldwide, or sold as back 
issues. About 45,000 people download our current 
issue for free from our Web site. About 125 RE 
companies advertise their products and services in 
each issue. We've also branched out into publishing 
books and CD-ROMs. 


Our editorial office is still on Agate Flat, and still six 
miles off-grid. Our RE systems here have grown over 
the years to meet the electric power demands of this 
office. We now have about 3.3 KW of PV modules and 
a 1 KW wind generator. All these computers can really 
suck up the electricity. We call our establishment on 
Agate Flat, “Funky Mountain Institute.” While funky it is, 
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it works and it grows. We no longer have to haul our 
water in jerry cans. We now have such downtown 
luxuries as solar-heated showers and a washing 
machine. 


Today we are a crew of over a dozen folks. The Home 
Power crew members work their butts off for their 
wages, but also for the satisfaction of working on 
something they love. It’s great to be part of a crew that 
is so high on their work. All of us could make more 
money in other endeavors, but we’re driven by our 
commitment to spreading the word about renewables. 


This commitment, and the conscientious, hard-working 
spirit of the crew members lets us work with a looser 
structure than many companies our size. Our editorial 
and layout staff are scattered up and down the west 
coast, telecommuting from their home offices much of 
the time. Email is the glue that holds this scene 
together, as we work with each other, and with authors 
around the globe. 


In contrast, over the last few years we have centralized 
our ordering and shipping department, which used to be 
managed out of several homes. The office crew at our 


— F ¥ — 
. TT.sft? 4. 
SUIS SsnI/S_2 
RENEWABLE ENERGY SYSTEMS 


With over 10 years of 
experience and 200+ 
systems, service is our 
top priority. 


System Services 
Site Work / Consultation 


¢ Sizing / Design 
¢ Equipment Sales 
We are committed tothe ° Installation 
education of our clients ¢ Upgrades / Maintenance 


and the public at large. 


Educational Services 
¢ Workshops 

¢ Hands-On Instruction 
¢ Demonstrations 

¢ Information 


PO Box 301, Carbondale, CO 81623 
Phone (970) 928-9272 ¢ Fax (970) 928-9696 


new downtown business office and warehouse 
efficiently takes your calls and gets the goods out the 
door and on their way to you. So on many fronts, we, 
like the small-scale RE industry, are continually growing 
and changing. And indeed, what a long strange trip it’s 
been. 


As we go into the year 2000, | want to thank you, our 
readers, on behalf of the whole HP crew. You are the 
folks who have made Home Power a success. Without 
your support, we’d be out of a job. Without your 
support, the RE industry would still be where it was ten 
years ago—a dream for the future. It’s all of you who 
have made small-scale RE evolve from a dream into a 
reality. | salute you! 


Access 

Richard Perez, Home Power, PO Box 520, Ashland, 
OR 97520 * 530-475-3179 * Fax: 530-475-0836 
richard.perez@homepower.com 
www.homepower.com 


Solar Hydrogen 
Chronicles 


Edited by Walt Pyle - First Edition 1998 


A collection of articles from Home Power magazine 
on Hydrogen Technology for small-scale systems 


Hydrogen Production 
Hydrogen Purification 
Hydrogen Storage 


Utilization for Cooking, Heating, 
& Electricity Generation 


118 pages of useful information 
Extensively Illustrated * $25 + $3 S/H = $28 


H-lon Solar Inc. 

6095 Monterey Avenue 
Richmond, CA 94805 USA 
phone: 510-237-7877 « fax: 510-232-5251 
email: hionsolar@aol.com 
website: www.hionsolar.com 
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LED Homebrew Confusion 

Dear Home Power, | enjoy reading your magazine. 
Recently, | read Jonathan Scherch’s article on LED 
lighting (HP73, page 88). | too would like to make some 
of these lights. However, | have a few questions before 
| start. 


First, what is a candela, and how does it relate to 
lumens? How does one know if the amount is 
appropriate for the lighting task? 


Second, the LED schematic on page 90 is a bit 
confusing. There’s a 220 © resistor between the 12 V, 1 
A regulator and the battery written, but not drawn in the 
schematic. Is it there, or not? 


| plan to use 7,000 mcd, 10 mm, 3.4—4 VDC, white 
LEDs on a 12 volt circuit. Will this schematic work for 
my situation? Thanks, Leon Birstein, Black Mountain, 
NC 


Hello Leon. “Candela” is a newer term than “candle,” but 
they mean approximately the same thing. They are both 
units of luminous intensity, which is a measurement of 
light received, not transmitted. 


A candle, abbreviated as the letter “I,” is the “intensity of 
light emitted through an opening 1/60 of a square 
centimeter in area from a hollow platinum enclosure, 
maintained at a temperature of 1,773°C.” That may be 
more than you wanted to know, but practically speaking, 
a 40 watt incandescent bulb has a luminous intensity of 
about 35 candles, while a 100 watt bulb puts out about 
130 candles. 


Each of your 7,000 mcd (millicandle) LEDs will put out 
about 7 candles. If you follow Jonathan's schematic and 
wire every two LEDs in series, each of these parallel 
strings will put out about 14 candles. Two parallel 
strings (four LEDs), at about 28 candles, will give you 
somewhat less light than an equivalent 40 watt 
incandescent bulb. If you want to read or do any detail 
work under the light, you'll need at least a dozen LEDs 
per light. 


On the schematic, the resistor under the regulator isn’t 
necessary. That text denoting that extra resistor slipped 
through during our production process. And you won't 
need that schottky diode, either—just scratch it out of 
the schematic, and cross it off your shopping list. The 
LEDs you're planning to use should work just fine. 
Happy homebrewing! Joy Anderson 


Q&A 


Battery Connector Sizing 

Aloha Friends at Home Power, Love your magazine! | 
have a technical question: What stranded copper cable 
gauge does the NEC require for battery connectors in a 
bank consisting of twelve 2 volt lead-acid chloride cells 
(submarine batteries) to make a 24 volt battery bank? 
Each cell is rated for 87 amps maximum discharge. The 
length of the cables is about 7 inches. Can | use this to 
run a Trace DR2424 inverter if | keep the AC output 
below 1,900 watts? Is soldering better than swaging? 
Thank you. Sincerely, Erik Frye * digfreely@maui.net 


Hello Erik, Please double check the discharge figures 
on your batteries. Is there an amp-hour capacity figure? 
Id be interested in physical dimensions of the cells as 
well. 


The 87 amp discharge figure on your batteries may 
relate to the capacity of the cell at a 20 hour discharge 
rate. It may not be an instantaneous amperage limit but 
rather a cell capacity specification. If the capacity of 
each 2 VDC cell is 87 amp-hours, multiply this by 12 
and you have an 87 amp-hour battery at 24 VDC. The 7 
inch cable length leads me to believe that this is not the 
case. If it is, the battery capacity is very marginal in 
relation to the output of the inverter. 


The minimum battery capacity Trace recommends for 
their 24 VDC DR inverters is 100 AH. And this is only 
for utility backup systems with small, short duration 
loads. An 87 AH battery will not be able to maintain 
voltage when a sizable load is placed on the inverter. 
The default low voltage disconnect setting on the 
DR2424 is 22 VDC. The inverter will shut down when 
the battery reaches this voltage and needs to be 
restarted manually. Voltage depression gets worse 
when batteries are at a low state of charge or operating 
at low ambient air temperatures. 


Article 480 in the NEC deals with batteries. There are 
no NEC requirements that specifically address battery 
interconnect sizing. Interconnect size is based on 
ampacity and conductor temperature ratings listed in 
NEC article 310. 


In your case, you have a single series string of cells. 
Because only one current path exists, the interconnects 
will be subject to the total amount of current being 
drawn from the batteries. In larger battery banks with 
multiple series strings, more than one path exists. 
Assuming equal conductor size and length, total current 
is divided equally among each series string of cells. 
#2/0 copper cables are the standard interconnects 
used in battery-based RE systems. In open air, #2/0 
copper cables are good for 225 to 300 amps, 
depending on the temperature rating of the conductor's 
insulation. Your DR2424 has a rated input current of 
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140 VDC. The lugs on the cables should always be 
soldered. Joe Schwartz 


Todd Chargers 

Help! | suggested that an off-grid friend get a Todd 75 
amp charger to supplement his Trace DR2412 modified 
sine wave inverter’s charger. He has a 3 KW Honda 
genny running at 60 Hz, 120 VAC according to the 
metering built into the Trace. The cable feeding the 
chargers is not very long and is 12 gauge. 


With his battery voltage around 14.1 V under charge 
(he is 350 AH down with twelve L-16s), he sees about 
50 amps with the Todd feeding the batteries alone. If he 
turns on the Trace’s charger, this goes up to about 60 
amps. He was hoping for around 125 amps or so with 
both of them running. | can’t figure out why the Todd 
doesn’t put out more. He has the adjustable one and 
the set point is at max. The Trace is set to charge to 
14.7. Alone, the best it has ever done is around 50 to 
60 amps, dropping off to around 40 or so as the cells 
charge. The batteries have #00 cables, so they should 
be big enough. 


Do you have any ideas why this combo would not crank 
out better charging amps when working together? | 
would imagine as the battery voltage rises, the current 
is going to drop off somewhat, but these batteries are 
not fully charged and the combined charging current is 
not much better than one alone. Todd Cory, KE6SXS 
toddcory@jps.net 


Hello Todd. Your friend’s experiences with the Todd 
charger are normal. | have three here, and only one will 
deliver above 50 amps at over 14 VDC. The Todds are 
rated at 75 amps at 12 VDC. Current rolls off rapidly as 
voltage rises. 


Your friend should have bigger wire between the genny 
and the chargers—at least #8, but #6 would be better. 
Both chargers work mostly off of the peaks of the 120 
VAC waveform. Even a slight voltage brownout can 
greatly reduce charger performance. Check it out with a 
Fluke 87 in 1 ms peak mode. You should see at least 
158 VAC peak at the chargers when they are operating. 
Those Hondas have great peak voltage on their AC 
waveform. 


The only battery chargers I’ve used which do not roll off 
in current as voltage rises are the switchers made by 
Statpower. They are much more expensive than the 
Todds. The Todds are inexpensive for a 75 amp charger, 
and you get what you pay for. 


Id suggest that he just run the Todd when the battery is 
over 14 VDC. Even though it’s not great, it’s still more 
efficient than the charger built into the Trace. By the 
way, tell him to start the genny and then plug in the 
Todd, and to unplug the Todd before he stops the 
genny. Many folks have had Todd failures if they leave it 
plugged in while starting and stopping the generator. It’s 
not a very well designed or well made switching power 
supply. Richard Perez 


www.picoturbine.com 


FROM THE 


FRYER 


TO THE 


FUEL TANK 


How to Make Cheap, Clean Fuel 
from Free Vegetable Oil 


Make 
Your 


Own 
CHEAP, CLEAN 


FUEL 


from used 
cooking oil! 


Joshua and Kaia Tickell 


* Works in any unmoditied Diesel engine 
* Simple, easy-to-follow steps 
* Non-toxic, biodegradable, reduced emissions 


$24.95 (Outside USA add $5) 
1-800-266-5564 or 419-281-1802 (24 hrs./day) 
www.veggievan.org/book.html 


US check/money order payable to: 
BookMasters, PO. Box 388, Ashland, O.H. 44805 
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Rates: 10¢ per CHARACTER, including spaces and punctuation. 
$15 minimum per insertion. Please send a check with your ad. 
Your cancelled check is your receipt. 

Help us prevent fraud! Home Power MicroAds from individuals must 
supply serial number(s) for equipment being sold. Businesses must 
supply a published phone number(s) and a physical address. If at all 
possible, please pay for your ad via personal or business check or 
credit card. 

While Home Power is doing everything we can to prevent fraud, we 
can assume no responsibility for items being sold. 


PURE CASTILE & VEGETARIAN SOAPS. Handmade in 
an AE environment. We also have hard to find natural bath 
& body care products. FREE catalog: SIMMONS 
HANDCRAFTS 42295 AE, Hwy 36, Bridgeville, CA 95526 


HYDROELECTRIC SYSTEMS: Pelton and Crossflow 
designs, either complete turbines or complete systems. 
Assistance in site evaluation and equipment selection. 
Sizes from 100 watts to 5 megawatts. Manufacturing home 
and commercial size turbines since 1976. Send for a free 
brochure. Canyon Industries Inc., PO. Box 574 HP, 
Deming, WA 98244, 360-592-5552. 


XXXXXXXXX USED SOLAR MODULES XXXXXXXXX 
XXXXXXXXXXXXX 64 Watts $319 XXXXXXXXXXXXX 
Used MSX60s $295, BZ 8 amp pwm controller $49, Ex 
2KW inverter SB, 110 amp charger New $850, 3000+ watt 
resistors $35, new 75 Watt modules $375. Buy, sell 
New/Used, Trace, NiCds. refrigerator. Try to match 
anyone’s prices. Call or send S.A.S.E. to Craig Eversole, 
10192 Choiceana, Hesperia CA 92345 for free flyer. M/C 
VISA Discover 760-949-0505 


The big-box Solar Mart may talk a good game from behind 
the order desk, but are they actually out there doin’ it? 
VERMONT SOLAR ENGINEERING takes pride in being a 
reality-based dealer/designer/installer. We know the 
products because we work with them every day—PV, 
hydro, wind & domestic hot water, from components to 
complete systems. So reject the romantic salesspeak 
offered by the volume dealers and give us a call. Thanks! 
800-286-1252, 802-863-1202, 863-7908(fax). PO Box 697, 
Burlington, VT 05402. Our Website contains our 
installation portfolio and attractive sale pricing— 
www.vtsolar.com-Visa/MC 


| AM A SOLAR WHOLESALER looking for retailers to 
carry my solar electronic and hobby goods. Phone # (916) 
486-4373. Please leave message. 


RADIO/TELEPHONES FOR Remote Home or Business: 
Commercial quality, up to 20+ mi, Best Prices. (208-263- 
9755 PST) Send $1 cash: KRES, Box 215-HP, Kootenai, 
ID 83840 


MicroAds 


START YOUR OWN TECHNICAL VENTURE! Don 
Lancaster’s newly updated INCREDIBLE SECRET 
MONEY MACHINE II tells how. We now have autographed 
copies of the Guru’s underground classic for $18.50, 
Synergetics Press, Box 809-HP, Thatcher, AZ 85552. (520) 
428-4073, VISA/MC. 


INTERESTED IN INTENTIONAL COMMUNITY? 
Communities magazine offers complete, updated listings 
of intentional communities not found in the Communities 
Directory. Practical information about forming/joining 
community — alternative buildings & structures; getting off 
the grid, legal, financial & land options. Plus Eco-villages, 
Cohousing, decision-making, conflict resolution, successful 
communities, children in community, research findings on 
community living. Quarterly. $18/yr, $5/sample. 138-HP 
Twin Oaks Rd, Louisa, VA 23093. (540) 894-5798. 


YOUR ALASKAN SOLAR EXPERTS! Complete source for 
Alaskan alternative power. ABS Alaskan, 2130 Van Horn 
Road. Fairbanks, AK 99701 907/452-2002, AK 800/478- 
7145 


EARTH-SHELTERED HOMES This definitive manual by 
noted authority Loren Impson features detailed building 
instructions for the amazingly affordable and practical 
Ferro-Cement Dome Home. Only $15 from Sun Life, 71 
Holistic Hollow, Mount Ida AR 71957 


OVER 23 YEARS IN SOLAR Business. Talmage Solar 
Engineering, Inc. has served customers from the islands 
off the coast of Maine to Honduras. We take time to figure 
out the exact needs of each customer, design and 
engineer systems that will work and give the best possible 
price on equipment. Give us a chance to show that our 
experience will help you build a solar power system that 
will work. We are always here to give backup support. 18 
Stone Rd. Kennebunkport, ME 04046 207-967-5945 E- 
mail tse@talmagesolar.com website 
www.talmagesolar.com 


FOR SALE: Photocopied reprints of Home Power issues 
1-10 available. All proceeds will be donated to IRENEW. 
Call 815-469-5334 or email Jeff_Green@msn.com. Sold 
only in sets of 1 thru 10 for US$30 which includes shipping 
in most cases. 


ON SALE NOW: Power & Water System Components—A 
limited selection of the Very Best Buys. For Free Sale 
Catalog call or fax your address to 508-627-1319. 


VERY LOW PRICES Solar Electric & Thermal Equip. 
Panels-Inverters, Charge regulators, wind generators- 
pumps-controls Please Call (888) 817-1737 or write to 6 
Cresta Cir. #7, San Rafael, CA 94903 
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MicroAds 


VERMONT PV DEALER. David Palumbo/Independent 
Power & Light has been installing off-grid systems, and 
helping do-it-yourselfers (who buy their equipment from 
him) with free professional design advice for over 10 yrs. 
Trojan and Surrette batteries. FREE with battery purchase 
IP&L deep cycle battery instructions. Trace, Solarex, 
Siemens, and BP at fair prices. Large supply of wire and 
cable. Beware of “fast buck artist,” slick talking, “lowest 
price anywhere” mail order companies who don’t take the 
time to find out what you really need and can’t spend the 
time on personal support and service. Buy from an honest 
dealer who knows the products and cares about your 
success in using them. David's installations are innovative, 
simple to live with, and successful. And our long following 
of do-it-yourself customers always come back for more 
because they can rely on getting straight talk, no BS, and 
the best service possible. “David is one of the original RE 
pioneers... he knows how to really squeeze all the energy 
out of a KWH!” Richard Perez (HP60). | P & L, 462 Solar 
Way Drive, Hyde Park, Vermont 05655. Call David 
Palumbo 802-888-7194. Email: indeppower@aol.com. 
Web site: INDEPENDENT-POWER.COM. No catalog 
requests please. Please call for appointment before 
visiting. 


EDTA RESTORES SULFATED Batteries. EDTA 
tetrasodium salt, info, catalog, $12/lb plus $3.50 ship & 
handle. Trailhead Supply 325 E. 1165 N. Orem, UT 84057, 
(801) 225-3931 or (801) 226-6630 email: 
trailheadsupply@webtv.net 
http://www.webspawner.com/users/trailheadsupply 


STEAM ENGINE KIT, all materials with machining 
drawings or fully assembled. Power small boat, generator, 
or machinery. Information; 55¢ stamp to Pearl Engine Co, 
RR1 Box 45 Sutton VT 05867 + 802-467-3205 
http://nomepages.together.net/~pearleng 


FREE PROPERTY LIST for mountain land, some with 
creek or river frontage in beautiful Scott Valley, Northern 
California just 15 minutes west of Yreka off I-5. 5 to 320 
acre parcels, perfect area for retirement or country 
lifestyle. Call Scott Valley Real Estate (530) 468-2252, 
www.svre.com 


WANTED: The Midwest Renewable Energy Association is 
in need of two wind generator towers. We'd like Rohn SSV 
towers, one at 90’ to 100’, and the other at 110’ to 120’. 
Donations always accepted. Please call Mick at 920-837- 
7523 or Katy at 715-592-6595. 


SOUTH CENTRAL VIRGINIA—Nice partially renovated 

home on 28 beautiful Ac, strong stream, dam, 20’ head, 

1kw potential, old mill and other buildings, privacy, super 
gardening. $155,000 (804) 248-9205 jp@nurser.com 


Y2K SPECIALS: Now offering the worlds Lowest prices 
Save 5%-50% off marked down prices. From solar 
modules to inverters to accessories on all top name 
brands such as Trace, Heart Interface, UniSolar, Siemens, 
Statpower, Kyocera and Whisper to name a few. Call toll 
free 877-246-8217 M/C Visa. Visit our website 
http://www.solartech2000.com 


LED ILLUMINATION LED lighting products including 
flashlights and arrays. For free information, write to 
Noctilume, P.O. Box 3042, Culver City, CA 90231. 
Telephone: (310)-967-4719 website: 
http://www.imall.com/stores/noctilume 


COMPUTER NERD WANTED: Work/study trade 
opportunity, 6-12 months “Hands-On” workshop 
attendance in exchange for “net savvy” multi-media skills 
in IBM PC environment. Solar Energy International, 970- 
963-8855 * sei@solarenergy.org (For SEI info see HP ad) 


UPS UNIT 1250 V.A. Inverter, 96 Volt D.C. Input, 120-240 
VAC, 60 HZ output. (50 HZ also) Needs Batteries. 12” 
wide, 30” high, 30” deep. $80.00 (Plus Shipping) 1-716- 
872-6154 


NEW TELEDYNE thermoelectric generator costs over 
14K, can be used for 12V or 24V applications, $750.00 
415-388-0838 


SIMPLE ELECTRIC Do-It-Yourself Gate Opener Plans 
$6.00; No more lawn mower flats. Details $2.00; Useful 
Plans, P.O. Box 1183, Russellville, AL 35653 


Prescott - AZ - Attractive (5’6”), slim, healthy, Solar Lady 
looking for a soul mate (ages 45-55) to share a Purpose 
that God has for us. As a steward, | promote solar energy; 
living it & through business. Love writing/producing music 
in my studio. Background in nursing; now into alternative 
medicine & living the good life of gr.house gardening, 
cooking, dancing, painting, pottery, stain glass, ham radio, 
flying, electric cars etc! | like to be feminine and be a 
helpmate to a man | can look up to. If you are warm, 
caring, affectionate and like doing honey do’s now and 
then plus having a full life of fun, travel, adventure, and a 
man of God, please write! A man who is into electronics is 
a plus. Flexible in relocation/changes 
harmony@mwaz.com 


INTERNS WANTED at SOLAR ENERGY 
INTERNATIONAL! Work/study trade opportunities, 6-12 
months “Hands-On” workshop attendance in exchange for 
multi-faceted office work, beginning ASAP. SEI, 
Carbondale, CO. sei@solarenergy.org * (970) 963-8855 
(For SEI info see HP ad) 


ANTI-BACTERIAL Tea Tree Honey for sale. Used for sore 
throats, colds, canker sores, fever blisters & stomach 
ulcers. Call 800 395 2196. www.frontierproducts.com 
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MicroAds 


PROPANE REFRIGERATOR Consul, works well, could 
use inner door panel $300 OBO, FOB Arcata, CA 707-822- 
7884 michael.welch@homepower.com 


40 VDC 2500 WATT JACOBS Remfg, New Blades, 
runs/24/36/48 VDC systems $4500 tower extra; 20KW 
Onan Alt can run hydro or pto includes utility intertie 
inverter system $4500 needs H20 wheel Have several 
Jacobs units as is where is starting at $4500. Have 
selection of 36VDC motors lets talk will consider trade on 
all of these products PWW 1-208-883-3676 


SOLAR PANEL SALE OF THE MILLENNIUM! Kyocera 
KC120 only $538.99 Brand New with 25 year warranty. No 
Gimmicks! Call Toll Free 1-877-246-8217 Visa/MC 


TECHNICIAN IN RE is interested in buying used 
Photovoltaic Panels. Charge regulators and Track Racks 
in small quantities, but regularly. Shipment should be 
made to Florida. Payment terms to be agreed. Interested 
persons please write indicating models and prices to: 
Nieves Garcia, c/ Corregidor Diego de Valderrabano, 1— 
28030 Madrid—Spain. 


WHISPER 1000 early model in storage, never used, still 
new with manual and upgrade bulletins, photo available 
$1500 (352)375-0406 FL, jar@atlantic.net 


AIR 303 WIND GENERATOR for sale. 2 years old, 24V. 
Needs new controller (available form Southwest 
Windpower). $200 OBO. Call Ralf (317) 823-0956; email: 
poiypoi@qserve.net 


TWO JACOB 17.5 KWH wind generators on 120’ self 
standing towers, with inverters 12K each or both for 20K 
Call 715-682-9240 


QUIRKS WIND GEN, 2kW, 3kW in 30mph, 110VDC 10’8” 
dia prop, complete, 10ft. tower, control pnl, inst.manual, 
drawings, as-new cond.,in orig. crates. Rugged heavy-duty 
unit good for heating and lights. $2500 David 801-768- 
8597,801 -569-6630,801-599-2944. 


GUN CONTROL, “everything you wanted to know & 
preachers were afraid to tell you”. Only $2.00. Catalog of 
politically incorrect books $1.00. Bohica Concepts, POB 
546, dept. HP, Randle, WA 98377 


A TOOL FOR SELF-SUFFICIENCY. Since 1976 Small 
Farmer’s Journal. Helping thousands of people with 
information on all aspects of value-based, family-oriented 
farming. Yes, you can afford a farm of your own. Yes, you 
can learn how to farm. And yes, your farm can be 
evermore healthy, fertile and profitable. Most important, 
discover why it is critical to everybody else that you DO 
farm. A subscription to Small Farmer’s Journal will change 
your life or your money back! Quarterly. $30 per year, 
$8.50 per copy. (1-800-876-2893) Small Farmer’s Journal, 
Dept C100, P.O. Box 1627, Sisters, Oregon 97759. 


COMPLETE OFF GRID SYSTEM for small community or 
farm. Bergey 10 kw Excel wind generator with marine 
package and heavy duty blade option. Just overhauled by 
Bergey, it was in use for three years before we went on the 
grid. Heavy duty Rohn 100 foot tower. AES power inverter 
from Australia. This is a super 10kw inverter/charger. Not a 
single problem in the three years it was in use. It can 
automatically start your genset (also available) when there 
isn’t enough wind to supply the system. This system 
powered three homes and a shop no problem. This 
system also contains monitor devices and all switches. 
This system is set up for a 120 volt DC system. The 
inverter can supply 220 volts for heavy shop tools and 
pumps. This is a lot of power for a remote location with 
more than single home needs. E-mail me at 
seright@seaknet.alaska.edu. Complete system was over 
forty thousand new. The price will be dependent on your 
needs and how much of the system you require. All 
equipment 50% of new cost. 


RAINCATCHERS can produce 300 gallons of clean water 
from 30” of rainfall. Portable, Durable, Beautiful. $158. to 
$212. 541-825-3046 or see www.raincatchers.com 


MONTANA..PROPERTY WANTED, large, up in the 
mountains, remote but accessible, alternative power O.K., 
Frank Wheaton PO Box EX29198 George Town, Exuma, 
Bahamas or call 242 336 2775 


RED/BLACK MARRIED stranded wire cable for solar & RE 
installation Very flexible UV stabilized. 100 ft coil—$20 + 
shipping More info: Email: btf@datawise.net Fax 616-236- 
6186 


SOLAR COLLECTORS Water type. (7) Sunmaster Brand, 
48” Wide 52” High, Evacuated tube type. (3) Flat Plate 
units, copper with glass, 35”X84”. (1 in good Condition, 2 
with broken glass) $450.00 for all. (Plus Shipping) 1-716- 
872-6154, Call after 6:00 PM EST 


SOLAR/WIND POWER systems! Residential, Commercial, 
Industrial, Municipal EXPERIENCED DESIGN & 
INSTALLATION. Straw Bale & Techbuilt homes. Classes 
and tours available. Our home and business are grid- 
connected but independent with generator back-up. We 
will travel where needed. See our web page: 
www.bright.net/~solarcre or call: 419-368-4252 


PROPERTY CARETAKERS/Housesitters enjoy rentfree 
living, worldwide 700+ opportunities available! The 
Caretakers Gazette (480) 488-1970. www.caretaker.org 


MOWER DECK fits G.E. Electric E12M, (Mid-Mount). 36 
VDC 3 Blade, 3 motor, (Deck Only) Great Condition 
$250.00 (Plus Shipping) 1-716-872-6154, Call after 6:00 
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Because ENERGY is essential 


and LIFE Is precious. 


Wildlife. All life. Every solar cell we put into circulation today helps reduce carbon-dioxide 
emissions and perhaps the effects of global warming. Such issues never made the news 
when Kyocera began developing solar energy technology in 1975. Today, we are among 
the world leaders in multicrystal-silicon solar-cell production. Our mission is to make the 
sun a practical energy source for people everywhere. And won’t that make life a little 


? ° 
better for everyone on the planet? Doing what others dare not. 


Multicrystal-silicon solar cell 


KYOCERA SOLAR, INC. (800) 544-6466 WWW. kyocerasolar.com KYOCERA 


KYOCERA SOLAR, INC. 


, Home Power Subscription 
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Subscriptions: 800-707-6585 (inside USA) or 541-512-0201 or FAX 541-512-0343 
Editorial and Advertising: 530-475-3179 or FAX 530-475-0836 


To subscribe to Home Power, please fill out the sub form below, enclose payment as a check, money order, or 
Visa/MasterCard, and mail this form. Tape the form well or use an envelope so your check doesn't fall out. Your sub or 
renewal will start with HP's next regularly scheduled issue. Please allow up to ten weeks for the start of your 2nd class sub. 
For those wishing International Subscriptions or Back Issues of Home Power, please see page 81. 


New 2nd Class Sub-$22.50 New 1st Class Sub-$36 Sub Renewal Change of Address 
to USA Zip Codes to USA Zip Codes Specify 1st or 2nd Class Include Old Address 
Gift subscription 

From (give your name and address here) 


DO YOU WANT US TO SEND YOU A SUBSCRIPTION RENEWAL NOTICE? 
The number of the last issue in your subscription is printed on your mailing label. 


_] Yes, remind me by mail when my subscription runs out. [J No, I'll check my mailing label so we can save energy & paper. 
PLEASE CLEARLY PRINT BELOW THE COMPLETE NAME AND ADDRESS FOR THIS SUBSCRIPTION 


NAME 


STREET 
CITY STATE ZIP 
PHONE E-MAIL 
— Credit Card Orders: please check the type of card you have and fill in the information below. 


Signature (as shown on Card) Exp. Date 


E “t i) Credit Card Number Amount $ 


The following information about your renewable energy usage helps us produce a magazine which better serves your 
interests. This information will be held confidential. We do not sell our mailing list. Completion of the rest of this form is not 
necessary to receive a subscription, but we would greatly appreciate your input. 


NOW: | use renewable In The FUTURE: | planto RESOURCES: My site(s) The GRID: (check all that 
energy for (check ones use renewable energy for have the following apply) 
that best describe your (check ones that best renewable energy 1 have the utility grid at 
situation) describe your situation) resources 
(check all that apply) MOCAUON: 

All electricity _1 All electricity ed rer stor anid 
| Most electricity | Most electricity | Solar power electricity (cents per 
I Some electricity _] Some electricity —! Wind power kiloWatt-hour). 
| Backup electricity | Backup electricity _1 Hydro power ____ % of my total 


electricity is purchased 
from the grid. 


__] | sell my excess 


_) Recreational electricity (1 Recreational electricity 1 Biomass 
(RVs, boats, camping,) (RVs, boats, camping,) __! Geothermal power 


| Vacation or second | Vacation or second | Tidal power a 
ee ae electricity to the grid. 
home electricity home electricity |_J Other renewable 
: : The grid pays me ¢ 
_ Transportation power _] Transportation power energy resource ne 
é for electricity (cents 
(electric vehicles) (electric vehicles) (explain) 
per KiloWatt-hour). 
_] Water heating _] Water heating 
| Space heating |_] Space heating 


| Business electricity \_] Business electricity (continued on reverse) 


HP#75 


| now use, or plan to use in the future, the following renewable energy equipment (check all that apply). 


NOW 


a a 


-*=FOLD HERE AND TAPE EDGES ''= 


Please write to us here. Tell us what you like and don't like about Home Power. Tell us what you would like to read about in 
future issues. Thanks for your attention and support. 


Check here |_J if it is OK to print your comments as a letter to Home Power. 


Return Address 


FUTURE 
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LJ 


Photovoltaic modules 
Wind generator 
Hydroelectric generator 
Battery charger 
Instrumentation 
Batteries 

Inverter 

Controls 

PV tracker 


Engine/generator 
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Post Office Box 520 
Ashland, OR 97520 


Methane digester 
Thermoelectric generator 
Solar oven or cooker 

Solar water heater 
Wood-fired water heater 
Solar space heating system 
Hydrogen cells (electrolyzers) 
Fuel cells 

RE-powered water pump 


Electric vehicle 


